52. 


295 


I 


/ 


D)// 


T 


WGRJM 


wwimjof&mte 


(9m/n\l&M9l\9 


STATE  OF  MARYLAND 
1956  FISCAL  YEAR  LONG-TERM  CAPITAL  IMPROVEMENT  PROGRAM 


By 

MARYLAND  STATE  PLANNING  COMMISSION 

To 
DEPARTMENT  OF  BUDGET  AND  PROCUREMENT 


in  cooperation  with 
DEPARTMENT  OF  PUBLIC  IMPROVEMENTS 


September  15,  1954 


Publication  No.  87 


Maryland  State  Planning  Commission 

100  Equitable  Building 

Baltimore  2,  Maryland.... Price  50£ 


Aid 


fE  1 3  '55  -  fW 


MARYLAND  STATE  PLANNING  COMMISSION 


James  C.  Alban,  Chairman 
Member  from  Central  Maryland 


George  M.  Anderson 
State  Board  of  Health 

George  W.  Delia 

Legislative  Council 

John  3.  Punk 

Member  from  Western  Maryland 


W.  Thcmas  Kemp,  Jr. 

State  Board  of  Public  Welfare 

Russell  H.  McCain 

State  Roads  Commission 

Nathan  L.  Smith 

Department  of  Public  Improvements 


Richard  C.  Zantzinger 
Member  from  Southern  Maryland 


I.  Alvin  Pasarew,  Director 


George  H.  Yeager 
Chairman 


Thomas  F.  Hubbard 
Consultant 


Committee  on  Medical  Care 


John  H.  Janney 

Director  of  Studies 


Participating  Staffs 
I.  Alvin  Pasarew,  Director 


F.  Morton  Clark 

Planning  Engineer  I 


DEPARTMENT  OF  PUBLIC  IMPROVEMENTS 


Nathan  L.  Smith 
Director 


Laurence  P.  Sangston 
Principal  Architect 


DEPARTMENT  OF  BUDGET  AND  PROCUREMENT 
James  G.  Rennie,  Director 


James  P.  Sllcher 

Chief  of  the  Budget  Bureau 


John  A.  Donaho 
Consultant 


•■  I     » 


4         * 


MARYLAND  STATE   PLANNING  COMMISSION 


100  Equitable  Building 
Baltimore  2,   Maryland 


GEORGE  M.  ANDERSON 
GEORGE  W.   DELLA 
JOHN  B.  FUNK 
W.  THOMAS  KEMP,  Jr. 
RUSSELl  H.  McCAIN 


NATHAN 

L   SMITH 

RICHARD 

C.  ZANTZINGER 

JAMES  C 

AlBAN 

Chairman 

I.  ALVIN   PASAREW 

Director 


September  15,  1954- 


Mr.  James  G.  Rennie,  Director 
Department  of  Budget  and  Procurement 
318  Light  Street 
Baltimore  2,  Maryland 

Dear  Mr.  Rennie: 

It  is  with  pleasure  that  I  transmit  herewith  the  "1956 
Fiscal  Year  Long-Term  Capital  Improvement  Program,"  pursuant  to 
Chapter  23  of  the  1952  General  Assembly. 

As  submitted  to  the  Commission,  total  program  requests 
amounted  to  $63,368,875,  of  which  $39,924-, 076  were  indicated  to 
be  "urgent."  By  visits  to  many  of  the  institutions  for  a  better 
understanding  of  their  physical  needs,  plus  the  hearings  held  in 
the  Commission's  office,  a  sound  basis  for  the  selection  of  rec- 
ommended projects  was  obtained.  As  a  result,  the  total  recom- 
mended program,  amounting  to  $9,698,300,  represents  the  minimal 
capital  improvement  needs  of  the  State  agencies  for  the  coming 
fiscal  year. 

Additional  funds  required  for  the  completion  of  proj- 
ects underway,  amount  to  $353,000,  or  slightly  over  three  and  a 
half  per  cent  of  the  total  recommended  program.  This  is  a  con- 
dition which  is  gradually  improving  through  a  more  complete 
specification  of  requirements.  Last  year  the  amount  was  $838,000. 
It  is  anticipated  that  items  for  "additional  funds"  will  be  elim- 
inated entirely  from  future  capital  improvement  programs. 

The  interest  and  cooperation  of  the  State  agencies  and 
the  assistance  of  the  Department  of  Public  Improvements  and  the 
Department  of  Budget  and  Procurement  in  the  development  of  the 
program  are  gratefully  acknowledged.  A  special  word  of  apprecia- 
tion is  due  Mr.  Thomas  F.  Hubbard,  the  Commission's  Consultant, 
who  has  advised  the  Commission  on  technical  matters  and  who  has 
prepared  the  final  report  of  each  capital  improvement  program, 
of  which  this  is  the  ninth  one  to  be  issued. 


Respectfully  submitted, 


/  / 

(_,/ James  C.  Alban 
Chairman 
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CHAPTER  I 

FACTORS  INVOLVED  IN  THE  SELECTION 
OF  CAPITAL  IMPROVEMENTS  FOR  THE  1956  FISCAL  YEAR 


Introduction 

This  report,  the  "1956  Fiscal  Year  Long-Term  Capital  Improvement 
Program,"  becomes  another  of  a  series  which  began  in  1941.  For  the  first 
decade  the  reports  were  published  biennially,  but  legislation  passed  in 
1952  established  the  Program  on  an  annual  basis.  Since  that  time  the  publica- 
tion has  appeared  yearly. 

This  year's  report  differs  somewhat  in  style  from  its  predecessors. 
The  close  cooperation  of  the  Department  of  Public  Improvements  has  made  it 
possible  to  publish  drawings  of  proposed  projects.  These  sketches,  even 
though  preliminary,  are  most  informative  and  useful  in  understanding  what 
is  being  recommended.  As  a  further  aid  the  population  charts  for  the  State 
institutions  have  been  included.  These,  together  with  the  report  of  the 
Committee  on  Medical  Care  and  a  tabulation  of  all  the  projects  which  were 
submitted  to  the  Commission  but  which  are  not  recommended  at  this  time  consti- 
tute the  supplements  to  this  report. 
Legal  Requirements 

Legislation  in  1952,  1953,  and  1954-  designated  certain  conditions 
relating  to  the  program.  These  conditions  are  summarized  in  order  that  factors 
which  direct  the  Commission  in  the  preparation  of  the  program  and  those  which 
control  the  program  after  its  adoption  by  the  Legislature  and  the  Governor 
are  understood. 

1.  The  Maryland  State  Planning  Commission  must  prepare  and 
keep  up  to  date  a  long-term  development  program. 


2.  All  agencies  which  have  projects  for  inclusion  in  a 
Capital  Improvement  Program  must  submit  their  progrems 
and  proposals  in  proper  form  to  the  Commission  by 
July  1st  of  each  year. 

3.  The  Commission,  in  turn,  must  present  its  recommendations 
and  program  for  capital  improvement  projects  to  the 
Director  of  the  Budget  by  September  15  of  each  year. 

U*     Revenue  from  the  issuance  of  general  construction  bonds 
must  be  used  only  for  capital  improvements. 

5.  Capital  improvements  must  have  a  useful  life  equal  at 
least  to  the  life  of  the  bond  by  which  they  are  financed. 

6.  Unexpended  funds  which  remain  after  a  project  is  ccmpleted 
shall,  under  the  General  Construction  Loans  of  1953  and 
1954,  be  applied  to  the  reduction  of  the  outstanding 
indebtedness  of  the  State  within  one  year  after  the 
acceptance  of  the  project  by  the  State. 

7.  Authorization  for  a  project  is  automatically  terminated 
if  actual  work  on  the  project  is  not  commenced  within 
five  years  from  the  date  of  authorization.  A  four-year 
limitation  was  placed  on  projects  included  in  the  General 
Construction  Loan  of  1953  and  a  two-year  limitation  on 
projects  included  in  the  General  Construction  Loan  of 

1954. 

8.  No  work  shall  be  done  on  any  project  unless  the  Board  of 
Public  Works  is  assured  that  the  project,  as  approved  by 
the  legislature,  can  be  completed  with  the  funds  speci- 
fied in  the  authorization. 


Definition  of  .C.aaital  Improvement 

Item  5  of  the  above  list  establishes  the  definition  of  a  capital 
improvement  which  is  used  throughout  the  program.  Its  acceptance  and  use 
insures  that,  barring  unforeseen  accidents,  the  State  will  not  find  itself 
paying  interest  and  retiring  bonds  the  proceeds  of  which  had  been  spent 
for  something  which  is  no  longer  in  use  or  of  value. 
Procedure 

Two  forms  are  used  by  the  Commission  in  the  compilation  of  the 
program:  Form  A,  which  is  designed  for  each  individual  project;  and 
Form  B,  which  is  a  summary  sheet  for  each  institution  and  agency.  Form  A, 
see  Figure  1,  consists  of  information  on  12  items,  a  number  of  which  are 
obvious.  Several,  however,  merit  attention  as  being  particularly  impor- 
tant. The  fiscal  year  priority  designated  by  the  submitting  agency  is 
given  deep  consideration  by  the  Commission.  The  estimated  costs  are 
naturally  vital  to  the  program.  These  estimates  are  either  prepared  by 
or  checked  by  the  Department  of  Public  Improvements  and  are  very  important, 
in  light  of  the  requirement  that  the  project  be  not  undertaken  unless 
sufficient  money  is  available  for  its  completion.  Another  item  that  merits 
attention  is  the  yearly  operating  cost  of  the  project.  The  Commission 
is  keenly  aware  that  most  of  the  capital  improvements  recommended  call  for 
larger  staffs  and  increased  operating  and  maintenance  charges.  These 
charges  require  a  constantly  increasing  annual  budget,  which  the  citizens 
of  Maryland  must  be  prepared  to  finance  from  current  revenue.  The  final 
and  indispensable  item  is  the  justification  of  the  project.  The  answer 
to  this  question  requires  study  of  the  present  and  projected  institutional 
program,  policies,  population  trends,  and  relationship  to  other  projects. 
This  exhaustive  review  has  value  over  and  beyond  that  represented  by   the 
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project  concerned.  Properly  done  it  requires  an  evaluation  of  the  current 
operational  methods  and  policies,  the  extent  and  breadth  of  program  and 
purposes,  the  standards  of  facilities  accepted  or  proposed,  the  adequacy 
of  existing  facilities,  and  the  direction  or  trends  which  are  evident  in 
the  future  development  of  the  fields  of  activity. 

For  convenience  the  projects  itemized  in  detail  on  Form  A  are 
summarized  on  Form  B,  see  Figure  2.  It  is  here  that  the  total  capital 
improvement  program  of  an  institution  may  be  seen  most  easily  by  the  Com- 
mission, The  program  provides  for  the  foreseeable  future  and  is  in  no 
way  limited  to  the  immediate  present  or  to  those  projects  which  are  most 
urgently  needed.  Many  projects  submitted  look  far  ahead  and  show  attention 
to  anticipated  conditions  that  may  not  occur  for  a  number  of  years. 

This  is  as  it  should  be.  No  capital  improvement  program  should 
be  limited  to  the  immediate  present.  Much  of  the  value  of  a  program  can 
lie  in  the  fact  that  it  charts  out  the  path  for  future  growth  and  develop- 
ment in  the  physical  needs.  At  the  same  time  it  shows  the  pattern  to  be 
considered  in  the  field  of  government  finance  and  to  a  large  degree  in- 
dicates what  future  financial  needs  will  be. 

Since  the  program  as  submitted  by  the  agencies  is  not  limited 
to  the  current  year,  the  total  amount  will  obviously  be  greater  than  can 
safely  be  financed  in  a  single  year  and  a  selection  must  be  made  from  all 
the  projects  submitted  in  order  to  compile  the  annual  program.  The  infor- 
mation contained  on  Form  A  or  which  is  developed  from  questions  raised 
is  most  important  to  the  Commission  when  it  faces  the  problem  of  selection. 
Project  Selection 

Selecting  projects  from  the  combined  programs  submitted  by  all 
the  participating  agencies  is  not  a  simple  task.  The  approval  of  an 
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extension  to  a  heating  plant  which  is  now  dangerously  overburdened  is  not 
difficult.  But  the  evaluation  of  a  proposal  for  additional  bathing  facili- 
ties as  compared  to  a  request  for  a  new  auditorium  or  gymnasium  is  not  easy, 
ill  agencies  included  in  the  submitted  programs  are  a  part  of  the  State's 
activities.  Each  performs  a  function  that  the  citizens  require  and  desire, 
and  insofar  as  possible,  the  Commission  sees  that  no  activity  is  neglected 
in  the  over-all  program  review. 

In  general,  a  high  priority  will  be  placed  on  projects  relating 
to  health  and  safety.  In  the  recommendations  for  the  State  Department  of 
Forests  and  Parks,  for  example,  the  provision  of  proper  drinking  water  and 
sanitary  facilities  is  given  precedence  over  items  such  as  parking,  more 
acreage  and  picnicking  equipment.  They  can  well  come  after  the  public 
health  requirements  are  met.  In  the  same  way  fire  protection  projects  are 
given  high  priority.  Once  these  needs  have  been  met  future  programs  will 
include  projects  now  desired  but  which  must,  in  the  interest  of  proper 
financing,  be  deferred  to  a  later  program. 
Committee  on  Medical  Care 

The  Commission  has  continued  the  policy  of  placing  strong  reliance 
on  the  recommendations  of  the  Committee  on  Medical  Care.  This  outstanding 
group  has  rendered  valuable  assistance  to  the  Commission  in  evaluating 
projects  which  are  in  the  field  of  medical  care.  Many  items  in  the  current 
program  have  received  the  attention  of  the  Committee  in  this  or  preceding 
years.  The  recommendations  they  have  made  are  reflected  in  the  action 
of  the  Commission.  (See  Supplement  1,  page  4,5) 


CHAPTER  II 

Magnitude  of  Program 

The  passing  of  each  year  brings  growth  in  population,  new  standards, 
and  greater  obsolescence  of  existing  facilities;  hence  each  year  will  find 
new  projects  requested  in  the  programs  submitted  by  the  various  agencies. 
The  urgency  of  these  new  projects,  however,  can  scarcely  equal  the  urgency 
of  projects  recently  completed  that  were  deferred  many  years  before  finally 
being  undertaken.  Accordingly,  the  Commission  believes  that  with  the  magni- 
tude of  the  programs  being  recommended,  the  State  agencies  will  reach  a 
point  where  their  continuing  requirements  may  be  met  by  a  program  of  lesser 
magnitude  than  those  currently  being  proposed. 

By  comparing  the  total  programs,  as  submitted  by  the  State  agencies 
for  the  fiscal  years  1955  and  1956,  it  is  apparent  that  over-all  needs  and 
urgent  requests  have  already  begun  to  level  off. 

1955  Fiscal  Year   1956  Fiscal  Year 

Total  Submitted  Program       $67,794-, 890       $63,368,875 

Projects  Classified  Urgent     45,462,305       39,924,076 
Supplementary  Appropriations 

In  the  past  years  the  fluctuation  in  the  construction  market  has 
made  estimating  very  difficult.  Many  projects  have,  even  before  construc- 
tion, been  subject  to  rapidly  rising  prices  which  rendered  authorized 
allotments  insufficient  to  meet  actual  costs.  It  is  gratifying  to  note 
that  the  need  for  supplementary  appropriations  has  declined  in  the  present 
program.  The  current  recommendations  to  meet  this  type  of  need  are  $353,000; 
in  the  preceding  program  the  corresponding  figure  was  $838,000. 
Debt  Limitations 

No  incontestable  figure  can  be  established  as  the  amount  of  money 
that  the  State  can  afford  to  spend,  or  borrow,  at  any  one  time.  The 


willingness  of  the  people  to  be  taxed,  the  amount  that  they  can  afford  to 
pay  in  taxes,  and  the  urgency  of  project  requests  all  affect  the  acceptable 
size  of  the  State's  construction  program. 

In  view  of  the  rapid  rate  of  increase  of  the  State  debt  in  recent 
years,  the  Commission  undertook  a  special  analysis  of  the  State's  fiscal 
capacity  for  financing  further  construction.  This  study,  entitled  "Manage- 
ment and  Limit  of  the  State  Debt"  was  published  in  June  1953.  In  trans- 
mitting its  recommendations  to  Governor  McKeldin,  the  Commission  advised 
as  follows: 

...  the  State  debt,  despite  its  present  high  level, 
does  not  provide  cause  for  alarm.  It  threatens  neither 
the  excellent  credit  standing  of  the  State  nor  the 
risk  of  an  excessive  deflection  of  dwindling  revenues 
to  debt  service  in  the  event  of  economic  recession  or 
depression. 

Nevertheless,  the  Commission  cautioned  that: 

In  the  absence  of  additional  sources  of  revenue  for 
debt  service,  however,  the  rate  of  growth  of  the  State 
debt  established  in  recent  years  cannot  persist  into 
the  indefinite  future  without  either  affecting  adversely 
the  State's  credit  or  alternatively  causing  a  burdensome 
increase  in  the  property  tax  rate.  This  fact  lends 
support  to  the  Commission's  previous  recommendation  that 
serious  consideration  be  given  to  placing  capital  im- 
provement expenditures  on  a  partial  pay-as-you-go  basis. 

As  a  result  of  its  investigation,  the  Commission  concluded  that 
the  State  of  Maryland  could  safely  and  reasonably  afford  an  annual  increase 
in  State  debt  not  to  exceed  ten  million  dollars.  Since  the  completion  of 
this  study  the  Commission  has  kept  its  recommended  program  below  this  level. 

Following  up  the  recommendations  in  the  1953  study,  the  Commission 
undertook  this  year  a  sequel  investigation  of  the  possibilities  for  adopting 
a  pay-as-you-go  system  for  Maryland's  capital  improvement  program.  Based 
on  a  nation-wide  survey  of  the  methods  used  by  other  states  in  paying  for 
capital  improvements  out  of  current  and  accumulated  funds,  a  flexible  plan 
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adapted  to  Maryland's  fiscal  capacity  has  been  developed.  The  results  of 
the  study  and  the  proposed  plan  are  being  published  in  a  separate  report, 
entitled  "A  Program  for  Pay-As-You-Go  Financing."  Implementation  of  the 
plan  will  probably  have  to  wait  until  the  1957  fiscal  year,  in  order  to 
permit  careful  review  by  the  Governor,  Budget  Director,  Bureau  of  Revenue 
Estimates,  and  General  Assembly. 
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CHAPTER  III 

Visits  to  Institutions 

Last  year  the  Commission  inaugurated  a  new  program  of  on-3ite 
inspections, and  visited  sixteen  State  institutions.  This  year  the  visits 
were  continued  and  sixteen  additional  sites  were  inspected.  The  balance 
of  State  institutions  will  be  visited  in  1955. 

The  schedule  of  visits  in  1954  was  as  follows: 

May  6   Maryland  State  Reformatory  for  Males 
Western  Maryland  State  Hospital 
Victor  F.  Cullen  State  Hospital 

May  13  Maryland  State  School  for  the  Deaf 
Henryton  State  Hospital 
Mt.  Wilson  State  Hospital 

May  20  Patuxent  Institution 

Maryland  House  of  Correction 
Maryland  State  Reformatory  for  Women 

May  27  Maryland  Penitentiary 

Montebello  State  Hospital 

June  3    University  of  Maryland,  Princess  Anne 
Pine  Bluff  State  Hospital 
Deer's  Head  State  Hospital 

June  10  University  of  Maryland,  College  Park 

June  17  University  of  Maryland,  Baltimore  City 

Spring  Grove  State  Hospital  (also  visited  in  1953) 

At  every  visit,  Commission  members  and  staff  were  present,  as 
well  as  representatives  from  the  Department  of  Public  Improvements  and 
the  State  Fiscal  Research  Bureau.  The  Director  of  the  Department  of  Budget 
and  Procurement  also  participated  in  the  visits  and  was  accompanied  by 
members  of  his  staff  specializing  in  the  various  programs  carried  on  by 
the  institutions. 

The  Commission  is  convinced  that  these  visits,  as  taxing  and  time- 
consuming  as  they  are,  are  indispensable  to  the  best  understanding  of  the 
institutional  needs  and  program.  The  information  gathered,  together  with 
the  advice  and  assistance  of  the  other  State  agencies  present,  are  invalu- 
able to  the  formation  of  the  program  recommended  by  the  Commission. 
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CHAPTER  IV 

Hearings  Before  the  Commission 

In  addition  to  the  visits,  hearings  were  held  at  the  Commission 

offices  at  which  each  institution  or  agency  in  the  State  participating  in 

the  Capital  Improvement  Program  was  invited  to  present  its  program.  The 

schedule  of  these  meetings  follows: 

July  19   University  of  Maryland 
College  Park 

Maryland  State  College,  Princess  Anne 
Baltimore  City 

State  Department  of  Education 

Bowie  State  Teachers  College 
Coppin  State  Teachers  College 
Frostburg  State  Teachers  College 
Salisbury  State  Teachers  College 
Towson  State  Teachers  College 

Military  Department 

Maryland  School  for  the  Blind 

July  26   State  Department  of  Public  Welfare 
Barrett  School  for  Girls 
Boys1  Village  of  Maryland 
Montrose  School  for  Girls 
Maryland  Training  School  for  Boys 

Civil  Defense  Agency 

Department  of  Mental  Hygiene 

Crownsville  State  Hospital 
Eastern  Shore  State  Hospital 
Rosewood  State  Training  School 
Springfield  State  Hospital 
Spring  Grove  State  Hospital 

July  27   State  Department  of  Forests  and  Parks 
State  Aviation  Commission 
Department  of  Motor  Vehicles 
Maryland  State  Police 
Department  of  Research  and  Education 

July  29   Morgan  State  College 
At  these  meetings  members  of  the  Commission  were  informed  of  all 
the  factors  involved  in  the  preparation  of  the  institutional  programs. 
Questions  relative  to  population  trends,  institutional  services  and  stand- 
ards, deficiencies  in  plant  and  facilities,  problems  of  operation  and 
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maintenance  and  any  others  which  would  assist  in  the  determination  of  the 
program  to  be  recommended  were  discussed.  When  it  was  apparent  that  seme 
projects  could  not  be  included  in  the  current  program,  the  institutional 
representatives  were  asked  to  specify  those  projects  which  could  best  be 
deferred . 
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CHAPTER  V 

Commission  Meetings  and  Special  Inquiries 

At  the  conclusion  of  the  hearings,  the  Commission  held  three 
additional  meetings,  August  27,  September  2,  and  September  9,  for  the 
purpose  of  establishing  the  details  of  the  program  which  it  would  recom- 
mend. Once  more  a  careful  and  detailed  analysis  was  given  the  programs 
as  submitted.  The  Commission  was  acquainted  with  all  the  supporting  and 
collateral  information  the  staff  possessed.  For  example,  a  nation-wide 
survey  of  library  needs  and  standards  at  universities  and  colleges  had 
been  made  to  assist  the  Commission  in  evaluating  current  requests  for 
extension  of  library  facilities.  Another  investigation,  relative  to 
expanding  the  present  site  for  an  enlarged  penitentiary  was  also  completed. 
The  results  of  this  study  were  submitted  to  the  Legislative  Council. 

Other  items  of  importance  to  the  State  which  relate  to  the 
Capital  Improvement  Program  in  general  were  developed  and  discussed. 
As  a  result  the  Commission  made  the  recommendation  that  all  balances 
remaining  to  the  credit  of  various  institutions  from  previous  General 
Construction  Loans  should  be  identified  and  steps  taken  to  have  them 
applied  to  current  requests. 

The  Commission  also  decided  to  undertake  a  study  of  institutional 
land  holdings.  This  study  will  include  an  inventory  of  State  institutional 
lands,  in  order  to  determine: 

1.  How  much  is  used  and  how  much  is  needed. 

2.  What  excess,  if  any,  exists. 

3-  How  much  of  the  excess  land  other  State  agencies 
may  be  able  to  use. 

U*   How  much  of  the  excess  land  remains  for  public 
disposal. 
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It  is  hoped  that  the  results  of  this  study  may  lead  to  a  more  efficient 
and  economical  use  of  the  State  owned  land. 

While  such  studies  and  action  grew  out  of  the  deliberations  of 
the  Commission,  the  prime  purpose  of  the  discussions  was  the  selection  of 
projects  to  recommend  as  the  1956  Fiscal  Year  Capital  Improvement  Progrem. 
Each  item  presented  was  studied  exhaustively,  costs  were  examined  and 
modified  or  verified,  alternate  suggestions  whereby  the  same  purpose  might 
be  served  at  a  saving  to  the  State  were  analyzed,  existing  facilities 
considered,  and  over-all  aims  and  needs  studied.  In  fact,  everything 
that  influenced  the  selection  of  a  project,  was  done  to  insure  that  the 
Commission  recommend  a  program  which  would  be  of  the  maximum  benefit  to 
the  State  and  at  the  same  time  would  not  place  an  excessive  burden  on 
the  financial  structure. 
Recommended  Program 

Beginning  with  page  16,  is  the  1956  Fiscal  Year  Capital  Improve- 
ment Program  recommended  by  the  Maryland  State  Planning  Commission.  In 
this  tabulation  the  Commission  has  not  only  listed  approved  projects  but 
has  given  the  reason  for  their  selection,  a  general  description  of  the 
facility,  and  a  breakdown  of  the  costs  involved.  Information  relative  to 
the  costs  of  operation  and  maintenance  has  been  included  wherever  such 
data  were  made  available  by  the  agencies  involved. 
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CHAPTER  VI 

MARYLAND  STATE  PLANNING  COMMISSION 
RECOMMENDED  1956  FISCAL  YEAR  CAPITAL  IMPROVEMENT  PROGRAM 


Agency 
BOARD  OF  PUBLIC  WORKS 


Operation 

and  Additional 

Amount     Maintenance         Staff 


$    15,000  $      - 


06.03.00.02-1  Renovations  to  Capitol  dome 
and  roof,  old  State  House 

06.03.00.02-2  Renovation  of  roof  and  sky- 
lights, Court  of  Appeals 
Building  24,000 

06.03.00.02-3  Renovation  of  windows  in  sub- 
basement  of  State  House  1,000 

These  projects  are  recommended  as 
essential  in  the  preservation  and  proper 
use  of  the  public  buildings  at  Annapolis. 

06.03.00.02-4.  For  the  acquisition  of  an  Armory 
Site  within  the  Baltimore 
Metropolitan  Area,  providing 
that  public  land  cannot  be  made 
available  for  this  purpose     100.000 


$ 


TOTAL  -  BOARD  OF  PUBLIC  WORKS  14.0,000 

MILITARY  DEPARTMENT 

07.03.00.00-1 


To  supplement  funds  presently 
available,  or  to  become  avail- 
able, to  the  Military  Depart- 
ment including  any  federal 
funds  for  the  construction  of 
an  Armory  to  be  located  within 
the  Baltimore  Metropolitan 
Area  300,000 

There  is,  at  the  present  time,  an  urgent 
need  in  this  department  for  an  armory  to 
provide  for  an  existing  transportation  unit. 
The  federal  government  has  expressed  its 
willingness  to  contribute  to  the  cost  of 
construction.  In  view  of  the  above  the 
Maryland  State  Planning  Commission  approves 
the  allotment  of  funds  to  the  Military  De- 
partment for  the  construction  of  the  armory.  

TOTAL  -  MILITARY  DEPARTMENT  300,000 

NOTE:  All  fees  such  as  architects',  engineers1,  etc.,  are  included  in  the  above 
estimates . 
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RECOMMENDED  1956  FISCAL  YEAR  CAPITAL  IMPROVEMENT  PROGRAM 


Operation 

and      Additional 
Agency  Amount  Maintenance    Staff 

DEPARTMENT  OF  MARYLAND  STATE  POLICE 

Easton  Barracks 
07.05.00.03-1  Acquisition  of  land  $     7,700    $       -      $    - 

The  present  location  of  the  barracks  is 
not  suitable  since  the  relocation  of  the 
main  roads  has  changed  the  traffic  pattern 
in  the  area.  In  addition  to  this,  the  age 
of  the  building  and  the  greatly  increased 
demands  of  traffic  render  the  present 
facility  inadequate.  The  Commission  rec- 
ommends the  acquisition  of  a  new  site. 

07.05.00.03-la  Construction  of  new  barracks    153,000      1,000 
(see  sketch,  page  4.6) 

The  present  barracks,  of  stucco  construc- 
tion, are  not  only  inadequate  for  present 
requirements  but  are  in  poor  physical  condi- 
tion and  poorly  located.  In  view  of  this, the 
Commission  feels  that  it  would  be  uneconomical 
to  spend  more  money  on  the  present  building  and 
recommends  the  construction  of  barracks  at 
Easton  at  a  new  site.  The  building  that  is 
planned  is  similar  to  the  one  recently  con- 
structed at  Waldorf.  It  will  include  oper- 
ational, dormitory,  mess  and  lock-up  facili- 
ties. A  separate  building  provides  garage, 
shop  and  radio  space.  The  structure  will  be 
of  reinforced  concrete  and  frame  floors;  ex- 
terior walls  of  brick  and  block  back-up;  and 
roof  of  slate  on  main  building  and  built-up 
on  garage.  It  will  contain  a  conventional 
heating  plant  and  system.  The  electricity 
supply  will  use  rigid  conduit  and  fluorescent 
fixtures.  Roads,  walks,  seeding  and  sodding 
are  included.  The  estimate  is  based  on  the 
low  bid  received  for  the  Waldorf  Barracks. 

07.05. 00. 03-lb  Equipment  for  new  barracks       3,4-00 

The  new  building  will  house  troopers  and 
contain  communication,  transportation  and 
clerical  facilities.  While  as  much  of  the 
present  equipment  as  can  be  salvaged  will  be 
used,  it  will  be  necessary  to  purchase  addi- 
tional. The  Commission  recommends  funds  for 
this  purpose. 

NOTE:  All  fees  such  as  architects',  engineers',  etc.,  are  included  in  the  above 
estimates. 
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RECOMMENDED  1956  FISCAL  YEAR  CAPITAL  IMPROVEMENT  PROGRAM 

Operation 

and     Additional 
Agency  Amount  Maintenance    Staff 

DEPARTMENT  OF  MARYLAND  STATE  POLICE  (Contd.) 

Pikesville  Headquarters 
07.05.00.01-2  Renovation  of  existing  building 
for  Traffic  Collision  Statisti- 
cal Division  $  4, 500    %  §        - 

The  renovation  of  an  existing  building 
at  Pikesville  at  the  site  of  the  present 
Police  Headquarters  will  enable  the  Traffic 
Collision  Statistical  Division  to  be  moved 
from  the  present  building,  which  is  to  the 
west  and  to  the  rear,  of  the  Motor  Vehicle 
Commissioner's  Office.  The  building  could 
then  be  devoted  exclusively  to  the  needs 
of  the  Motor  Vehicle  Commissioner  and  thus 
relieve  his  congestion  problem.  


TOTAL  -  DEPARTMENT  OF  MARYLAND  STATE  POLICE     168,600      1,000 

BOARD  OF  NATURAL  RESOURCES 

DEPARTMENT  OF  FORESTS  AND  PARKS 

In  general  the  Commission  gave  first 
consideration  to  those  projects  which  were 
concerned  with  water  supply  and  sanitary 
conditions  and  requirements.  Roads,  to 
enable  free  access  to  recreational  areas, 
and  picnic  facilities,  to  permit  a  greater 
use,  comprise  most  of  remaining  projects. 

Gambrill  State  Park 

09. 04, 00 .08-3  Picnic  and  playground  facili- 
ties and  equipment  5,000        500 
(see  sketch,  page  47) 

09.04.00.08-10  Sanitary  facilities,   Hunting 

Creek  Recreation  Area  12,000  800 

09. 04. 00. 08-11  Water  supply  system,  Hunting 
Creek  Recreation  Area 

Total  -  Gambrill  State  Park 

Elk  Neck  State  Park 
09 .04.00. 08-22  Addition  to  maintenance  and 

storage  building 

(see  sketches,  pages  49,50) 
09.04.00.08-26  Sanitary  facilities 

(see  sketch,  page  48) 
09.04.00.08-28  Mater  supply  system  extension 

Total  -  Elk  Neck  State  Park     24-, 500      2,100 

NOTE:  All  fees  such  as  architects',  engineers',  etc.,  are  included  in  the  above 
estimates. 
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Agency 
DEPARTMENT  OF  FORESTS  AND  PARKS   (Contd.) 

Patapsco  State  Park 
Marriottsville  Recreation  Area: 
09. 04. 00 .06-33     Road  construction  and  re- 
construction 
09.04.00.06-34    Development,  Falls  Picnic 

Area  (see  sketch,  page  51) 
09.04.00.06-35     Water  supply  system 

Total  -  Marriottsville  Recreation  Area 


Operation 
and 
Amount     Maintenance 


$    50,000       $    3,000 


60,000 
35.000 

145,000 


4,000 

2.000 
9,000 


Additional 
Staff 


$   - 
2,900 

2,900 


Orange  Grove  Area: 

09. 04. 00. 06-49  Road  construction  and  re- 
construction 

09.04.00.06-54  Sanitary  facilities 

(see  sketch,  page  48) 

09.04.00.06-55  Water  supply  system 

Total  -  Orange  Grove  Area 

Total  -  Patapsco  State  Park 

The  Rocks  State  Park 
09.04.00.08-63  Sanitary  facilities 

(see  sketch,  page  48) 
O9.O4.OO.O8-65  Water  supply  system 

Total  -  The  Rocks  State  Park 

Sandy  Point  State  Park 
09.04.00.07-77  Two  (2)  picnic  pavilions 

(see  sketch,  page  52) 
09.04.00.07-78  Picnic  facilities 

(see  sketch,  page  47) 
09.04.00.07-79  Water  supply  system  extension 
09.04.00.07-80  Sanitary  facilities 

(see  sketch,  page  48) 

Total  -  Sandy  Point  State  Park 

Big  Run  Recreation  Area 
09.04.00.05-114  Water  supply  system 

Total  -  Big  Run  Recreation  Area 

Fort  Tonoloway  State  Park 
09.04.00.08-123  Road  and  parking  area  con- 
struction 
09.04.00.08-124  Water  supply  system 

Total  -  Fort  Tonoloway  State  Park 


35,000 

1 

,000 

4,500 

200 

10,500 

500 

50,000 

1 

,700 

195,000 

10 

,700 

4,000 

500 

3.500 

400 

7,500 

900 

25,000 

800 

5,000 

200 

6,800 

200 

7,000 

400 

43,800 


8.500 
8,500 


11,000 
3.500 

14,500 


1,600 


200 
200 


300 
300 

600 


2,900 


NOTE:  All  fees  such  as  architects',  engineers',  etc.,  are  included  in  the  above 
estimates. 
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Afters 

DEPARTMENT  OF  FORESTS  AND  PARKS  (Contd.) 

Cedarville  State  Forest 
Zekiah  and  Loop  Trail  Recreation  Area: 
09.04,00.05-129  Picnic  facilities 

(see  sketch,  page  47) 
09.04.00.05-130  Picnic  pavilion 

Total  -  Cedarville  State  Forest 

Green  Ridge  State  Forest 
09.04.00.05-135  Construction  of  repair  shop 
(see  sketch,  page  53) 

Total  -  Green  Ridge  State  Forest 
TOTAL  -  DEPARTMENT  OF  FORESTS  AND  PARKS 

DEPARTMENT  OF  RESEARCH  AND  EDUCATION 
09.07.00.01-1   Bulkheading  of  laboratory  wharf 

The  existing  350 f  pier  cannot  be  used  at 
all  in  its  present  condition.  The  Commis- 
sion recommends  that  the  laboratory  wharf 
be  bulkheaded  with  18-pound  treated  timbers, 
following  the  type  of  construction  already 
done  on  the  property  by  the  Maryland  State 
Roads  Commission.  This  will  insure  20-30 
years  of  service  and  permit  the  removal 
of  the  existing  wharf. 

09.07.00.03-2   Ten  (10)  weather  service  units 

The  Department  has  underway  a  program  for 
the  replacement  of  10  weather  service  units 
per  year.  The  service  units  have  a  life 
in  excess  of  15  years  and  the  Commission 
recommends  the  construction  of  10  addition- 
al weather  service  units. 

TOTAL  -  DEPARTMENT  OF  RESEARCH  AND  EDUCATION 


Operation 
and 
.Amount  Maintenance 


Additional 
Staff 


$  2,500 

&   500 

$      - 

8.500 

300 
800 

_ 

11,000 

- 

12,500 

400 

- 

12,500 

400 

- 

358,800 

18,500 

2,900 

6,000 


1,000 


7,000 


TOTAL  -  BOARD  OF  NATURAL  RESOURCES 


365,800         18,500 


2,900 


NOTE:  All  fees  such  as  architects',  engineers',  etc.,  are  included  in  the  above 
estimates. 
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Agency 
STATE  DEPARTMENT  OF  HEALTH 

Western  Maryland  State  Hospital 
10.01.02.01-5  Equipment  requiring  long  time 
to  manufacture  and  deliver 
(additional  equipment  to  be 
provided  later)  $ 

There  are  always  items  of  equipment  that 
require  a  long  time  for  manufacture  and 
delivery.  While  the  hospital  will  not  be 
completed  until  some  time  in  1956,  in  order 
that  all  necessary  equipment  may  then  be 
available  and  no  delay  in  use  result,  the 
Commission  recommends  funds  for  the  equip- 
ment that  requires  a  long  time  for  delivery. 

Montebello  State  Hospital 
10.01.05.04-9  Equipment  requiring  long  time 
to  manufacture  and  deliver 
(additional  equipment  to  be 
provided  later) 

For  the  same  reason  and  purpose  explained 
for  the  Western  Maryland  State  Hospital,  tne 
Commission  recommends  funds  for  equipment 
that  requires  a  long  time  for  delivery. 

TOTAL  -  STATE  DEPARTMENT  OF  HEALTH 
DEPARTMENT  OF  MENTAL  HYGIENE 


Operation 

and  Additional 

.Amount     Maintenance         Staff 


50,000         $       - 


50,000 


100,000. 


Headquarters 
10.03.01.05-11  Construction  of  building  for 

adult  feebleminded  permitting 
first  stage  in  abandonment  of 
Old  Center  Building  at  Spring 
Grove  State  Hospital.  Site  to 
be  selected,  subject  to  the  ap- 
proval of  the  Board  of  Public 
Works  (sketch,  page  55)  1,000,000 

The  Commission  recommends  that  steps 
be  taken  to  permit  the  ultimate  abandoning 
of  Old  Center  Building  at  Spring  Grove. 
As  the  first  step  it  recommends  the  con- 
struction of  a  modern  fire  proof  building 
to  house  approximately  400  patients  end 

NOTE:  All  fees  such  as  architects',  engineers*,  etc., 
estimates. 


are  included  in  the  above 
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Operation 

and     Additional 
Agency  Amount  Maintenance    Staff 

DEPARTMENT  OF  MENTAL  HYGIENE 

Headquarters  (Contd.) 

thus  permit  the  removal  of  that  number  from 
Old  Center  with  the  possible  closing  of  a 
wing  or  floor.  Equipment  will  be  recom- 
mended in  the  next  program. 

This  building  provides  for  well  institu- 
tionalized patients.  The  over-all  dimensions 
are  28/f  x  3U5  feet.  The  cost  has  been  esti- 
mated by  comparison  with  similar  structures 
in  other  states. 

The  structure  will  be  reinforced  concrete 
floors,  wood- framed  roof,  and  composition 
covering.  Exterior  walls  will  be  of  brick 
with  cinder  block  back-up,  interior  walls 
of  glazed  and  cinder  block,  and  ceiling  of 
acoustical  tile.  Plumbing  will  be  conven- 
tional. Heating  will  be  radiant  in  greater 
area  from  central  heating  plant.  Electrical 
services  will  be  conventional  using  rigid 
conduits.  Walks,  drives,  seeding  and  sod-  . 
ding  are  included.  _________    ______   


Total  -  Headquarters    ^L, 000, 000    $   -     %      - 

Crownsville  State  Hospital 
10.03.03.02-1  Construction  of  central 

kitchen  (see  sketch,  page  54)    227,000      5,500    10,000 

The  present  kitchen,  designed  to  serve 
1,000,  is  now  totally  inadequate  for  the 
present  population  of  2,500.  The  limited 
space  compels  certain  foods  to  be  cooked 
hours  before  serving.  The  location  is  such 
that  it  cannot  be  closed  off  and  it  must 
serve  as  a  connecting  thoroughfare  be- 
tween 3  patient  buildings.  This  problem 
will  be  eliminated  by  having  the  proposed 
building  adjoining  the  Central  Storage 
Building.  It  will  provide  complete  cooking 
facilities  for  all  the  patients.  It  will 
permit  the  abandonment  of  many  individual 
kitchens.  The  estimate  is  based  upon  the 
cost  of  similar  facilities  now  being  erected 
at  Springfield  State  Hospital  as  a  portion 
of  the  Service  and  Kitchen  Building. 

NOTE:  All  fees  such  as  architects',  engineers',  etc.,  are  included  in  the  above 
estimates . 
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Operation 

and     Additional 
Agency  Amount  Maintenance    Staff 

DEPARTMENT  OF  MENTAL  HYGIENE 

Crownsville  State  Hospital  (contd.) 

The  structure  will  be  of  reinforced  con- 
crete floors  with  gypsum  roof  deck  on  steel. 
The  exterior  walls  will  be  brick  with  cinder 
block  back-up,  the  interior  walls  will  be 
glazed  and  cinder  block  and  the  roof  will 
be  composition.  The  heating  and  electrical 
services  will  be  of  the  conventional  type. 
Roads,  walks,  and  grading  are  included. 

10.03. 03 .02-la  Equipment  for  central  kitchen  $     59,800    $   -      I   - 

Additional  equipment  will  be  required 
to  provide  for  the  extended  services  as 
well  as  to  modernize  any  obsolete  equip- 
ment. The  Commission,  which  has  a  complete 
breakdown  of  this  item,  recommends  the 
allotment  of  sufficient  funds  to  provide 
for  the  anticipated  needs.  _______    _______    ________ 


Total  -  Crownsville  State  Hospital    286,800      5,500      10,000 

Eastern  Shore  State  Hospital 
10.03 .04.03-1  Boiler  and  appurtenances        130,000 

The  present  equipment  consists  of  two 
40-year-old  hand-fired  boilers,  each  of 
250  H.P.  capacity,  installed  in  1915. 
The  Commission  feels  it  to  be  unsafe  to 
depend  on  this  equipment  and  recommends 
the  installation  of  a  modern  boiler.  The 
existing  equipment  will  be  retained  as  an 
emergency  stand-by  or  for  light  summer 
demands . 

10 .03 .04.03-2  Fire  protection  14,500 

There  are  many  ways  in  which  the  fire 
protection  measures  can  be  improved.  In 
compliance  with  the  recommendations  of  the 
State  Insurance  Department  of  Maryland,  the 
Commission  recommends  additional  exits, 
fire  doors  and  fire  detection  system.       _______    _______    _______ 


Total  -  Eastern  Shore  State  Hospital    144,500 

NOTE:  All  fees  such  as  architects',  engineers',  etc.,  are  included  in  the  above 
estimates. 
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Agency. 

DEPARTMENT  OF  MENTAL  HYGIENE 

Rosewood  State  Training  School 
10.03.05.03-1  Renovation  and  modernization 
of  Thorn  and  King  Cottages, 
to  supplement  funds  available 

The  194-9  General  Fund  provided  $454,000 
for  the  renovation  and  fire-proofing  of 
the  Wyse  and  Thorn  Cottages.  This  proved 
inadequate  and  in  order  to  complete  the 
Thorn  Cottage  renovation,  an  amount  of 
$60,000  is  required.  For  the  construc- 
tion of  a  fire  tower  in  King  Cottage  the 
sum  of  $22,000  is  needed.  The  Commission 
recommends  these  items. 


Operation 

and  Additional 

Amount     Maintenance         Staff 


$  82,000    $   - 


e 


10.03.05.04-3 


Construction  of  nursery  build- 
ing, to  supplement  funds 
available 


86,000 


9,300 


75,000 


The  constantly  increasing  number  of 
applications  and  admission  of  infants  has 
exceeded  the  capacity  of  the  recently  com- 
pleted Nursery  Building,  a  one-story  brick 
building  of  50  beds.  A  new  building,  similar 
in  size  and  design,  is  recommended.  The 
cost  of  the  building  is  estimated  at 
$286,000.  There  are  at  present  funds  re- 
maining from  the  Public  Works  Construction 
Fund  of  1949,  item  51,  to  the  amount  of 
$200,000  which  can  be  allocated  to  this 
project.  The  Commission  therefore  recom- 
mends $86,000. 

The  structure  will  be  of  reinforced  con- 
crete floor  and  wood  framed  roof.  The  ex- 
terior walls  will  be  brick  with  cinder  block 
back-upj  interior  walls  will  be  of  glazed 
block  and  cinder  blockj  and  the  ceilings  of 
acoustical  tile.  The  plumbing  will  be  of 
the  conventional  type.  Heating  will  be 
radiant  in  the  greater  area  from  central 
plant.  Electrical  services  will  be  of  con- 
ventional type  using  rigid  conduits.  Walks, 
drives,  seeding  and  sodding  are  included. 

The  cost  estimate  is  based  on  previous 
figures  for  similar  construction. 


NOTE:  All  fees  such  as  architects',  engineers',  etc.,  are  included  in  the  above 
estimates. 
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Agency 

DEPARTMENT  OF  MENTAL  HYGIENE 

Rosewood  State  Training  School  (Contd.) 
10.03.05.04-3a  Equipment  for  nursery  building 

The  equipment  for  the  proposed  nursery 
building  has  been  requested  with  a  de- 
tailed breakdown  that  is  on  file  at  the 
office  of  the  State  Planning  Commission. 
The  Commission  recommends  the  required 
funds. 

Total  -  Rosewood  State  Training  School 

Springfield  State  Hospital 
10.03.06.03-3  Renovation  of  "E",  "C»,  »H», 
and  Warfield  buildings 

The  existing  floors  in  three  of  the 
buildings  are  wooden  and  have  badly  de- 
teriorated, becoming  dangerous,  unsani- 
tary and  a  fire  menace.  In  the  same  way 
the  toilets  and  bathrooms  are  greatly 
in  need  of  renovation.  The  electric 
wiring  and  lighting  are  also  in  need  of 
rehabilitation.  The  floors  are  to  be 
replaced  by  concrete  slab  construction. 
Walls  of  toilets  and  bathrooms  are  to  be 
tiled  to  a  height  of  5  feet.  Much  light- 
ing and  wiring  should  be  replaced. 

10.03.06.03-3a  Equipment  for  »E",  "C",  and 
»H»  buildings 

In  order  to  improve  the  furnishing 
and  furniture  of  the  renovated  cottages 
the  Commission  recommends  this  project. 

Total  -  Springfield  State  Hospital 

Spring  Grove  State  Hospital 
10.03.07.03-2  Fire  protection 


Operation 

and      Additional 
Amount  Maintenance    Staff 


$  9,000    $   - 


177,000 


177,500 


9,300 


75,000 


5,300 

182,800 
50,000 


An  estimate  of  $888,500  was  presented 
as  the  cost  of  adequate  fire  protection 
at  this  institution.  Most  of  this  was 
for  Old  Center.  Inasmuch  as  Old  Center 
has  been  recommended  for  replacement, 

NOTE:  All  fees  such  as  architects',  engineers',  etc.,  are  included  in  the  above 
estimates . 
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Agency 

DEPARTMENT  OF  MENTAL  HYGIENE 

Spring  Grove  State  Hospital  (Contd.) 

the  Commission  feels  it  uneconomical  to 
spend  hugh  sums  on  the  structure  and  rec- 
ommends only  sufficient  funds  to  construct 
additional  exits  and  fire  escapes,  etc.  as 
recommended  by  the  State  Insurance  Depart- 
ment on  all  the  buildings  where  needed, 
minimizing  any  work  on  Old  Center. 

IO.03.O7.03-4  Road  reconstruction  and 
parking  areas 

A  detailed  breakdown  accompanied  this 
request  which  has  as  its  primary  purpose 
public  safety  and  fire  protection.  In 
the  past,  occasions  have  arisen  when  the 
traffic  situation  would  have  made  proper 
fire  fighting  impossible. 

10.03.07.03-6  Trash  disposal  system 

The  disposal  of  trash  and  waste  presents 
an  acute  problem.  This  project  provides 
for  a  series  of  twelve  10-cubic  yard  closed 
containers  and  one  truck.  Since  each  con- 
tainer must  be  moved  once  a  day  to  the 
disposal  area  one  truck  will  be  kept  busy 
all  day. 


Operation 

and      Additional 
Amount  .Maintenance 


Staff 


I  22,000    $       500 


0 


13,000 


1,000 


IO.O3.O7.O4-I  Disposition  of  Old  Center  Building  - 


The  Planning  Commission  recommends  that 
steps  be  taken  to  permit  the  ultimate 
abandoning  of  Old  Center  Building.  As  the 
first  step  it  recommends  the  construction 
of  a  modern  fire-proof  building  to  house 
approximately  4-00  patients  and  thus  permit 
the  removal  of  that  number  from  Old  Center 
and  the  possible  closing  of  a  wing  or  a 
floor.  The  project  is  listed  under 
Headquarters. 

Total  -  Spring  Grove  State  Hospital 


TOTAL  -  DEPARTMENT  OF  MENTAL  HYGIENE 


85,000 


1,500 


1,876,100    16,300 


85,000 


NOTE:  All  fees  such  as  architects',  engineers*,  etc.,  are  included  in  the  above 
estimates . 
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Operation 

and      Additional 
Agency  Amount  Maintenance    Staff 

STATE  DEPARTMENT  OF  PUBLIC  WELFARE 

Headquarters 
11.01.01.02-1  Renovation  of  old  Civil 

Conservation  Corps  Camp  at 

Green  Ridge  State  Forest  for 

use  as  Rehabilitation  Center   ft  20,000    $         $   - 

This  project  is  in  compliance  with  rec- 
ommendation number  3  of  the  11th  report 
of  the  Sobeloff  Commission  on  delinquency 
control.  The  value  of  the  work  which  may- 
be done  in  conserving  the  State's  natural 
resources  can,  to  a  considerable  extent, 
repay  the  State  for  the  outlay.  The  pro- 
vision of  these  facilities  can  at  times 
relieve  crowding  at  the  existing  insti- 
tutions.      

Total  -  Headquarters     20,000 

Barrett  School  for  Girls 
11.01.02.04-1  Fire  protection  18,000 

In  the  interest  of  safety  the  extension 
of  high  pressure  water  lines  and  addition- 
al fire  escapes  and  exits,  as  proposed  by 
the  State  Fire  Marshall  are  recommended 
by  the  Commission.  

Total  -  Barrett  School  for  Girls     18,000 

Boys'  Village  of  Maryland 
11.01.03.02-1  Construction  of  three  (3)  boys' 

cottages  (see  sketch,  page  56)  410,000       -         - 

The  State  has  accepted  a  program  of  re- 
placing the  old  cottages,  which  by  modern 
standards,  are  obsolete,  poorly  designed, 
unsanitary  and  expensive  to  maintain.  In 
keeping  with  this  program  the  Commission 
recommends  the  construction  of  three 
cottages  at  approximately  $137, 000  each. 

These  structures  are  similar  to  those 
recently  constructed  at  this  institution. 
The  price  estimate  is  based  upon  previous 
contracts . 

NOTE:  All  fees  such  as  architects',  engineers',  etc.,  are  included  in  the  above 
estimates. 
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Operation 

and     Additional 
Agency  Amount  Maintenance     Staff 

STATE  DEPARTMENT  OF  PUBLIC  WELFARE 

Boys'  Village  of  Maryland  (Contd.) 

The  structure  will  be  reinforced  concrete 
floor  with  wood  framed  roof.  The  exterior 
walls  will  be  of  brick  with  cinder  block 
back-up j  the  interior  walls  will  be  glazed 
block  and  cinder  block j  and  the  ceiling 
will  be  acoustical  tile.  The  plumbing 
will  be  conventional.  Heating  will  be 
radiant  from  central  plant.  Electrical 
services  will  be  conventional  using  rigid 
conduit.  Walks,  drives,  grading,  seeding 
and  sodding  are  included. 

11.01.03.02-la  Equipment  for  three  (3) 

boys'  cottages  $  -45,000    $  $ 

The  modern  cottages  recently  erected 
at  the  Village  have  been  satisfactorily 
equipped  at  $15,000  each.  The  Commission 
recommends  for  the  three  cottages  proposed 
funds  for  the  necessary  furniture  and 
equipment. 

11.01.03.01-3  Construction  of  administration 

building  (see  sketch,  page  57)  100,000      2,000 

The  present  administration  building 
is  old  and  constantly  in  need  of  expensive 
maintenance.  It  is  hard  to  heat  and 
ventilate.  A  new  building  is  recommended 
as  a  replacement.  It  will  provide  admin- 
istrative offices  consolidated  for  the 
entire  institution  and  will  be  the  first 
stage  in  the  abandonment  of  the  present 
antiquated  structure  which  is  approximately 
eighty  years  old. 

The  construction  specifications  will  be 
similar  to  those  for  the  cottages  except 
that  all  interior  walls  will  be  cinder 
block. 


NOTE:  All  fees  such  as  architects',  engineers',  etc.,  are  included  in  the  above 
estimates. 
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Ageqgy 

STATE  DEPARTMENT  OF  PUBLIC  WELFARE 

Boys'  Village  of  Maryland  (Contd.) 
11.01.03.01-3a  Equipment  for  administration 
building 

To  provide  for  proper  landscape  treat- 
ment and  to  supplement  when  necessary 
the  existing  equipment. 

Total  -  Boys'  Village  of  Maryland 

Maryland  Training  School  for  Boys 
11. 01. 04. 01-2  Construction  of  residence 

for  assistant  superintendent 
(see  sketch,  page  58) 

The  apartment  currently  occupied  by  the 
Assistant  Superintendent  is  on  the  second 
floor  of  Riggs  Hall.  This  space  is  badly 
needed  for  hospital  purposes.  Since  the 
construction  of  hospital  building  would 
be  far  more  expensive  than  a  residence 
for  the  assistant  superintendent,  this 
residence  is  recommended. 


Operation 

and     Additional 
Amount  Maintenance     Staff 


$    3,000    $ 


558,000 


23,000 


2,000 


11. 01. 04.. 05-4-  Renovation  Riggs  Hall  basement 

This  space  was  formerly  used  as  the  main 
grocery  store.  The  latter  is  now  housed 
in  the  recently  completed  Service  Building 
and  the  Commission  recommends  that  the 
space  vacated  be  converted  to  a  reception 
room  for  visitors  and  a  waiting  room  for 
boys  attending  clinic. 


ll.Ol.O4.O4-6 

ll.Ol.O4.O4.-7 


Fire  protection 

Boiler  and  appurtenances 


The  increased  demand  growing  out  of  the 
additional  buildings  requires  an  addition- 
al boiler  in  the  heating  plant. 

Total  -  Maryland  Training  School  for  Boys 


5,000 


10,500 
175,000 


213,500 


NOTE:  All  fees  such  as  architects',  engineers',  etc.,  are  included  in  the  above 
estimates . 
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Agency 

STATE  DEPARTMENT  OF  PUBLIC  WELFARE  (Contd.) 

Montrose  School  for  Girls 
ll.Ol.O5.O4.-l  Reservoir  for  fire  protection 

The  State  Fire  Marshall  has  recommended 
the  construction  and  development  of  a 
reservoir  to  store  a  water  supply  as  a 
fire  protection  measure. 

Total  -  Montrose  School  for  Girls 

TOTAL  -  STATE  DEPARTMENT  OF  PUBLIC  WELFARE 

DEPARTMENT  OF  CORRECTION 

Headquarters 
12.01.01.01-1  Acquisition  of  sites  for 
public  works  camps 

In  general  the  penal  institutions  of 
the  State  are  greatly  overcrowded.  To 
construct  maximum  security  facilities 
would  be  most  expensive.  The  Department 
and  the  Planning  Commission  feel  that 
the  problem  can  best  and  most  economi- 
cally be  met  by  the  construction  of 
Public  Works  Camps  for  prisoners  and 
thus  be  able  to  relieve  the  overcrowding 
and  at  the  same  time  furnish  construc- 
tive labor  for  public  works. 

12.01.01.01-la  Construction  of  one  (1) 
public  works  camp 

The  Commission  recommends  the  construc- 
tion of  one  camp  for  the  current  year  to 
provide  for  100  to  125  men. 

Total  -  Headquarters 

Maryland  House  of  Correction 
i2.Ol.O3.O4-2  Construction  of  cell  block 

of  ten  (10)  isolation  cells, 
to  supplement  funds  available 
(see  sketch,  page  59) 


Operation 
and 
Amount  Maintenance 


$  12,500         $ 


Additional 


12,500 
822,000 


2,000 


100,000 


50,000 


150,000 


21,000 


500 


NOTE:  All  fees  such  as  architects',  engineers',  etc.,  are  included  in  the  above 
estimates . 
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Operation 
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DEPARTMENT  OF  CORRECTION 

Maryland  House  of  Correction  (Contd.) 

The  General  Construction  Loan  of  194-9  pro- 
vided $12,600  for  this  purpose.  The  cells 
are  necessary  for  disciplinary  cases  and, 
in  some  instances,  for  mental  cases  which 
must  be  separated  from  the  other  inmates  of 
the  institution.  Additional  funds  are 
recommended  to  permit  the  construction. 

12 .01, 03. 04-4-  Construction  of  hog  houses 

and  shelters  $  6,000    $         $   - 

The  project  is  for  10  houses  and  5 
shelters,  which  will  be  portable.  The 
project  has  been  approved  by  the  Farm- 
Manager-Advisor  of  the  Department  of 
Budget  and  Procurement. 

12.01.03.04-11  Installation  of  radio  system 

for  inmates  18,000      1,200 

This  project  is  recommended  as  a  recre- 
ational project  which  has  high  value  in 
supplementing  the  rehabilitation  program 
and  in  building  morale. 

12.01.03.04-12  Two  (2)  boilers  and 

appurtenances  290,000       -         - 

While  this  project  did  not  appear  in 
the  program  originally  submitted  by  the 
Department  it  was  strongly  recommended  by 
the  Department  of  Public  Improvements  as 
essential  to  meet  the  present  emergency. 

12.01.03.04-13  Construction  of  new  wing  on 

laundry  (see  sketch,  page  60)     100,000  -  - 

12. 01. 03. 04-13 a  Machinery  and  equipment  for 

new  wing  on  laundry  30,000       -         - 

This  recommendation  is  made  by  the  Com- 
mission as  a  result  of  studying  the  laundry 
needs  at  the  University  Hospital  in  Balti- 
more. The  Commission  has  found  that  the 

NOTE:  All  fees  such  as  architects',  engineers',  etc.,  are  included  in  the  above 
estimates. 
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Operation 

and     Additional 
Agency  Amount  Maintenance   .  Staff 

DEPARTMENT  OF  CORRECTION 

Maryland  Rouse  of  Correction  (Contd.) 

laundry  needs  of  the  Hospital,  for  which 
$275,000  was  requested,  can  very  well 
be  met  by  this  project  at  the  House  of 
Correction.  The  Hospital  is  satisfied 
with  the  proposed  arrangement  and  the 
House  of  Correction  welcomes  it  as  a 
means  of  increasing  prison  work  and 
employment. 

12.01.02.04-14  Sewerage  system  expansion     $  75 f OOP    ft   -      S 
Total  -  Maryland  House  of  Correction     54-0,000      1,700 

Maryland  Penitentiary 
12.01.04.04-1  Construction  of  Industrial 

Building  700,000 

(see  sketch,  page  61) 

For  some  years  the  crowded  condition 
at  the  Penitentiary  has  been  getting  worse. 
As  the  first  step  in  a  program  to  remedy 
this,  the  construction  of  an  Industrial 
Building  is  recommended.  The  completion 
of  this  structure  will  permit  the  razing 
of  the  present  Industrial  Building  and 
its  site  being  utilized  for  a  new  cell 
block.  This  does  not  include  equipment.     


Total  -  Maryland  Penitentiary     700,000 

Maryland  State  Reformatory  for  Males 
12.01.05.04-1  Installation  of  door  grills 

and  grill  partitions  22,200       100       3,100 

The  institution  was  designed  for  the  de- 
tention of  the  minor  offenders.  Since  the 
inmates  now  represent  all  classes  of  crimi- 
nal including  the  dangerous  offenders,  it 
is  desirable  that  greater  security  measures 
be  employed.  The  grills  will  enable  corri- 
dors and  office  space  to  be  closed  at 
critical  places. 


NOTE: 


All  fees  such  as  architects1,  engineers',  etc.,  are  included  in  the  above 
estimates . 
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Operation 

and     Additional 
Agency  Amount  Maintenance     Staff 

DEPARTMENT  OF  CORRECTION 

Maryland  State  Reformatory  for  Males  (Contd.) 
12.01.05.04-2  Installation  of  radio  system 

for  inmates  18,000    $        200    $ 

This  is  recommended  as  a  measure  that 
will  improve  control  and  aid  in  rehabilita- 
tion by  raising  the  morale  of  the  inmates. 

12.01.05.04.-3  Equipment  and  utilities  for 

automotive  repair  and  machine 

shop  training  building        20,000        200 

This  facility  will  increase  employment 
possibilities  of  the  inmates  as  well  as 
serve  as  a  medium  of  training  for  self 
support . 

12.01.05.04.-4.  Remodeling  and  enlarging 
refrigeration  and  cold 
storage  facilities  16,000        300 

The  present  facilities  are  inadequate  to 
meet  the  present  and  anticipated  demands. 

12.01.05.04-5  Construction  of  service 

garage  and  motor  vehicle 

storage  building  21,000        200 

The  present  service  garage  is  located  in 
a  section  of  the  "Old  Temporary  Barracks" 
on  a  site  now  selected  for  the  physical 
training  area.  The  heat  formerly  furnished 
through  the  old  cannery,  is  no  longer  avail- 
able, since  the  cannery  has  moved  to  a 
new  building.  To  these  facts  may  be  added 
the  present  necessity  of  storing  automobiles 
and  trucks  in  the  open.  As  a  remedy  for 
these  unsatisfactory  conditions  the  Com- 
mission recommends  this  project. 

i2.Ol.O5.O4-7  Construction  of  swine  herd 

building  (see  sketch,  page  62)  12,700        200 

The  request  for  this  facility  was  ap- 
proved by  Farm  Manager-Advisor  of  the  De- 
partment of  Budget  and  Procurement  before 
being  recommended  by  the  Commission. 

NOTE:  All  fees  such  as  architects',  engineers',  etc.,  are  included  in  the  above 
estimates. 
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DEPARTMENT  OF  CORRECTION 

Maryland  State  Reformatory  for  Males  (Contd.) 
i2.Ol.05.O4.-8  Enlarging  physical  training 

area  for  security  measures     $  10,000    &   100     & 

The  present  fenced  physical  training 
area  of  2.65  acres,  is  dangerously  small 
for  600  inmates.  With  the  crowding  that 
results,  proper  supervision  is  most 
difficult  if  not  impossible.  The  Com- 
mission recommends  the  enlarging  of  the 
present  area  to  4.00  acres  and  the  in- 
stallation of  water  and  toilet  facili- 
ties, seats,  backstops,  guard  boxes  and 
extension  of  the  present  phone  system, 
etc.,  all  of  which  will  make  for  better 
security  measures. 

12.01.05.04.-9  X-ray  equipment  6,900       100 

The  hospital  section  of  the  institution 
should  have  an  x-ray  unit  to  make  diag- 
nostic and  fluoroscopic  examinations  for 
patients  admitted  with  injuries  and  to 
insure  other  essential  health  requirements. 
This  was  recommended  by  the  Committee  on 
Medical  Care.  .         


Total  -  Maryland  State  Reformatory  for  Males    126,800     1,400       3,100 

Maryland  State  Reformatory  for  Women 
12.01 .06.07-2  Construction  of  poultry  house 

and  yard  (see  sketch,  page  63)    2,000       100 

The  poultry  facilities  are  needed  to  pro- 
vide vocational  training  for  the  inmates  as 
well  as  to  supplement  the  food  supply. 

i2.Ol.O6.O4-3  Construction  of  implement  shed    3,000       200 
(see  sketch,  page  64) 

The  basements  which  have  been  used  for 
storage  of  garden  machinery,  tools  and  supplies 
are  needed  for  other  uses.  The  shed,  as  rec- 
ommended, will  release  this  space  and  at  the 
same  time  permit  centralization  of  storage.   ______    _______     ________ 


Total  -  Maryland  State  Reformatory  for  Women     5,000      300 

TOTAL  -  DEPARTMENT  OF  CORRECTION  1,521,800     3,400        3,100 

NOTE:  All  fees  such  as  architects',  engineers',  etc.,  are  included  in  the  above 
estimates* 
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Agency. 

MORGAN  STATE  COLLEGE 

13.02.00.02-2  Construction  of  Soper  Library 
Addition 

The  present  library  facilities  are  be- 
coming inadequate  for  the  growing  enroll- 
ment and  demands.  The  Commission  recom- 
mends the  construction  of  an  addition  to 
the  present  structure. 

13.02.00.02-2a  Equipment  for  Soper  Library 
Addition 

The  construction  of  additional  space 
will  necessitate  additional  equipment 
and  furniture. 


Operation 

and  Additional 

Amount    Maintenance  Staff 


ft  291,500 


$ 


2,000         &  7,000 


35,500 


13.02.00.04-3 


Campus  development  (erosion 
control) 


80,000 


The  bank  behind  the  Science  Building  and 
behind  the  Library  is  being  eroded  at  a 
disturbing  rate.  To  protect  the  slope  and 
the  buildings,  cribbing  or  other  protec- 
tive measures,  are  badly  needed. 

i3.O2.OO.O4.-8  Construction  of  footbridge  over 
Cold  Spring  Lane 
(see  sketch,  page  65) 

The  campus  is  divided  by  Cold  Spring  Lane, 
All  movement  between  the  two  parts  must  be 
by  crossing  Cold  Spring  Lane  which  is  a 
highly  travelled  artery.  To  avoid  this 
constant  peril  to  the  students,  a  pedestri- 
an's footbridge  is  recommended  crossing 
Cold  Spring  Lane. 


54,000 


13.02.00.04.-9 


Construction  of  addition  to 
warehouse  and  shop 


61,000 


1,100 


There  is  great  need  for  these  facili- 
ties. The  Department  of  Public  Improve- 
ments considers  it  of  high  importance. 
The  Commission  recommends  this  project. 

NOTE:  All  fees  such  as  architects',  engineers1,  etc.,  are  included  in  the  above 
estimates. 
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MORGAN  STATE  COLLEGE  (Contd.) 

13*02.00. 04-11  Boiler  and  appurtenances 

and  relocation  of  utilities  $  175,000    $      -      %      - 

The  demands  on  the  present  system 
allow  no  reserve  or  alternate  in  case  of 
breakdown.  To  remedy  this  dangerous 
situation  and  to  provide  for  future 
buildings,  the  installation  of  an 
additional  boiler  is  recommended.         


Total  -  Bowie  State  Teachers  College      50,000 

Frostburg  State  Teachers  College 
i3.O4.O5.O4-l  Equipment  for  two  (2) 

dormitories  30,000 

This  item  is  necessary  to  insure  that 
two  dormitories  recently  constructed  may 
be  properly  used.  The  Commission  recom- 
mends $15,000  for  each. 

13»04.05.04-3  Grading,  drainage  and  site 

improvement  60,000 

This  expenditure  is  necessary  to  pro- 
vide for  the  use  of  buildings  recently 
constructed.  


TOTAL  -  MORGAN  STATE  COLLEGE  697,000      3,100      7,000 

STATE  DEPARTMENT  OF  EDUCATION 

Bowie  State  Teachers  College 
13.04.04.04-4  Construction  of  roads, 

drainage  and  walks  50,000       - 

This  item  is  advocated  by  the  Depart- 
ment of  Public  Improvements.  It  is 
essential  to  permit  proper  use  of 
building  recently  completed.  |       ______    


Total  -  Frostburg  State  Teachers  College      90,000 

Salisbury  State  Teachers  College 
13.04.06-04-la  Equipment  for  library  building    40,000 

NOTE:  All  fees  such  as  architects',  engineers',  etc.,  are  included  in  the  above 
estimates. 
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and      Additional 
AggaSi  Amount  IfaLiytenpnce  Staff 

STATE  DEPARTMENT  OF  EDUCATION 

Salisbury  State  Teachers  College  (Contd.) 

This  is  for  the  entire  college  library- 
building.  A  detailed  breakdown  of  the 
equipment  needed  is  on  file  at  the  Com- 
mission's office. 

13 .04.. 06. 04-3  Acquisition  of  land  adjacent 
to  new  dual  highway  for 
protection  of  campus         $  15 > 000    $         $ 

There  are  several  lots  which  abut  the 
existing  property  that  should  be  purchased 
by  the  institution  so  that  its  frontage 
on  the  new  highway  may  be  controlled  and 
commercial  encroachment  prevented.         _■___ _    — _— .    — — — 


Total  -  Salisbury  State  Teachers  College      55,000 

Towson  State  Teachers  College 
13 .04. 07. 04-2  Acquisition  of  land  and 

improvements  45 > 000 

Existing  land  and  improvements  on  Burke 
Avenue,  approximately  3.75  acres  adjacent 
to  the  north  end  of  the  campus,  will  pro- 
.  vide  the  site  for  a  proposed  men's  resi- 
dence hall  and  also  protection  against 
commercial  developments. 

i3.O4.O7.O4-l  Preparation  of  design,  plans 
and  specifications  for 
women's  dormitory  25,000 

The  recent  acceleration  in  population 
growth  greatly  increases  the  demand  for 
teachers.  In  order  that  this  demand  may 
be  met  by  properly  trained  personnel, 
the  dormitory  facilities  at  Towson  re- 
quire expansion.  The  Commission  recom- 
mends the  allotment  of  sufficient  funds 
to  enable  the  preparation  of  design,  plans, 
and  specifications.  The  appropriation  of 
funds  for  construction  can  be  made  in  the 
next  program  and  no  serious  loss  in  time 
is  involved.  


Total  -  Towson  State  Teachers  College      70,000 

TOTAL  -  STATE  DEPARTMENT  OF  EDUCATION  265,000 

NOTE:  All  fees  such  as  architects',  engineers',  etc.,  are  included  in  the  above 


estimates. 
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Agency 
MARYLAND  SCHOOL  FOR  THE  BLIND 


Operation 

and  Additional 

Amount     Maintenance  Staff 


13.04.10.01-1 


Construction  of  resident 
nursery  school-kindergarten 
building  (see  sketches, 
pages  66,  67,  68) 


$  370,000    $  8,500 


$  20,100 


Two  factors  were  important  in  evaluat- 
ing this  request.  The  growth  of  a  new 
disease,  retrolental  fibroplasia,  is 
responsible  for  an  increasing  number  of 
blind  children,  and  training  is  more 
efficient  and  effective  if  the  child  can 
be  taught  at  the  earliest  age  possible. 
For  these  reasons  this  State-aided  insti- 
tution is  requesting  a  structure  that 
would  house  a  nursery  school  for  children 
under  five,  of  which  six  would  be  resident 
and  twelve  non-resident;  and  a  kinder- 
garten school  with  a  capacity  of  at  least 
thirty  resident  children.  Accommodations 
will  have  to  be  furnished  for  3  house 
mothers,  3  assistants  and  1  janitor. 
No  additional  land  would  be  required. 


13.04.10.01-2 


Equipment  for  resident 
nursery  school-kindergarten 
building 


The  item  provides  for  bedroom  furni- 
ture, classroom  furniture  and  equipment 
and  housekeeping  requirements. 

TOTAL  -  MARYLAND  SCHOOL  FOR  THE  BLIND 


15,000 


385,000 


8,500 


20,100 


UNIVERSITY  OF  MARYLAND 

Collepe  Park 
13.05.05.01-1     Additional  funds  to  complete 

heating  plant  185,000 

Completion  of  the  heating  plant  is  felt 
to  be  absolutely  essential;  without  it 
there  is  no  stand-by  or  reserve.  The  a- 
mount  originally  appropriated  for  this  work 
was  insufficient  to  meet  the  contractors' 
bid.  The  Commission  therefore  recommends 
supplementary  funds  sufficient  to  meet  the 
entire  cost  of  the  installation. 

NOTE:  AL1  fees  such  as  architects1,  engineers',  etc.,  are  included  in  the  above 
estimates . 
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and     Additional 
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UNIVERSITY  OF  MARYLAND 

College  Park  (contd.) 
13.05.02.01-2  Construction  of  library- 
building  (equipment  to  be 

provided  for  later)        $  2,200,000    $  54,400    $  25,000 
(see  sketches,  pages  69, 
70,  71) 

The  present  library  is  greatly  inade- 
quate for  an  institution  the  size  of  the 
University,  The  proposed  building  will 
meet  the  seating  space  standards  of  ap- 
proximately 25$  of  full-time  enrollments 
by  providing  space  for  2,000  students. 
The  book  space  recommended  will  provide 
for  428,000  volumes  sufficient  to  take 
care  of  library  needs  for  at  least  10 
years.  This  space  can  ultimately  be 
supplemented  to  provide  for  943,000 
volumes.  The  amount  recommended  does 
not  include  furnishings  and  equipment 
(now  estimated  at  $264,000)  which  will 
be  recommended  in  another  year. 

13.05.01.01-4  Construction  of  residence 

for  President  60,000      1,050 

It  has  been  recorded  that  this  capital 
improvement  is  necessary  and  vital  to  the 
campus  life  of  the  University  at  College 
Park.  The  temporary  quarters  presently 
leased  for  the  President,  his  wife  and 
two  children,  will  possibly  not  be  avail- 
able at  the  end  of  the  fiscal  year,  and 
there  are  very  few  homes  in  and  around 
the  campus  that  could  be  used  as  a 
President's  home.  The  Commission  rec- 
ommends the  request  for  the  President's 
Home,  College  Park. 

13.05.05.01-17  University's  portion  of  cost 
of  installation  of  sixteen 
(16)  inch  water  main  and 
appurtenances  37,500       -         - 

NOTE:  All  fees  such  as  architects',  engineers',  etc.,  are  included  in  the  above 
estimates. 


"  '    -. 
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Agency 

UNIVERSITY  OF  MARYLAND 

College  Park  (Contd.) 

The  present  supply  depends  entirely  on 
one  source.  Any  damage  to  this  source 
could  mean  that  the  campus  would  be  with- 
out water.  In  the  interest  of  fire  pro- 
tection, welfare  of  the  student  body  and 
the  numerous  operations  requiring  a  de- 
pendable supply  of  water,  the  Commission 
recommends  this  project  as  furnishing  a 
second  source  of  water  for  the  campus. 


Operation 

and     Additional 
Amount  Maintenance    Staff 


13.05.05.01-16 


University's  portion  of 
cost  of  construction  of 
underpass  at  Route  193 


$    9,500    $ 


The  relocation  of  highway  will  result 
in  an  undesirable  traffic  situation  which 
can  best  be  solved  by  the  construction  of 
en  underpass.  This' is  recommended- in  the 
interest  of  the  students-  and  pedestrians. 

Total  -  College  Park 

Baltimore 
13.05.02.01-8  Acquisition  of  land  for 
library  building 


2,^92,000 


75,000 


55,450 


25,000 


The  present  library  at  the  University  in 
Baltimore  is  completely  inadequate.  Before 
any  construction  can  be  undertaken  addition- 
al land  must  be  acquired.  The  Commission 
recommends  the  purchase  of  sufficient  proper- 
ty adjacent  to  the  present  site  to  provide  a 
site  103  x  176  feet.  This  can  be  done  by  the 
purchase  of  three  pieces  of  property. 


13.05.02.01-Sa 


Preparation  of  design,  plans 
and  specifications  for 
library  building 


60,000 


It  is  estimated  that  to  meet  the  library 
needs  of  the  Schools  of  Medicine,  Pharmacy, 
Dentistry  and  Nursing  the  new  building  should 
be  three  stores  with  the  total  floor  space 
not  less  than  52,500  sq.ft.,  with  provision 
for  additional  floors  of  book  stacks  to  be- 

NOTE:  All  fees  such  as  architects',  engineers',  etc.,  are  included  in  the  above 
estimates. 


a 

RECOMMENDED  1956  FISCAL  YEAR  CAPITAL  IMPROVEMENT  PROGRAM 

Operation 

and  Additional 

Agency  Amount     Maintenance  Staff 

UNIVERSITY  OF  MARYLAND 

Baltimore   (contd.) 

added  in  the  future.  Funds  are  recommended 
which  will  permit  a  complete  study  of  the 
problem  and  then,  after  consultation  and 
general  approval  of  the  Department  of  Public 
Improvements,  the  preparation  of  plans. 

13 .05 .04.. 04-15  Alterations  to  provide  addi- 
tional space  for  delivery 
room  and  operating  room, 
University  Hospital  230,000    $    10,000   $  60,000 

The  present  operating  suite  is  not  large 
enough  to  meet  the  demands  of  major  surgery 
and  work  space  for  anesthesiologists  and 
nurses.  The  present  two-storied  operating 
rooms  can  be  reduced  to  one-storied  rooms 
and  thus  furnish  more  floor  space  now  bad- 
ly needed  for  surgery  facilities.  This 
project  was  approved  by  the  Committee  on 
Medical  Care. 

13 .05. 04. 04-16  Alterations  to  provide  for 
expansion  of  x-ray  facili- 
ties, University  Hospital     200,000      37,000    45,000 

Modern  techniques  and  the  increased  demand 
have  rendered  the  present  x-ray  facilities 
inadequate.  In  order  that  the  patients  may 
be  treated,  the  facilities  have  to  be  in  op- 
eration until  6:00  P.M.  This  presents  a  dif- 
ficult personnel  problem  as  it  is  three  hours 
beyond  the  regular  hours,  from  7:00  A.M.  to 
3:00  P.M.  It  is  recommended  that  the  present 
space  be  enlarged  and  improved  by  air  condi- 
tioning in  order  that  this  important  aspect 
of  medical  treatment  be  properly  provided. 
This  project  was  approved  by  the  Committee 
on  Medical  Care  


Total  -  Baltimore  565,000      47,000    105,000 

TOTAL  -  UNIVERSITY  OF  MARYLAND  3,057,000     102,450    130,000 

GRAND  TOTAL  -  1956  FISCAL  YEAR  CAPITAL 

IMPROVEMENT  PROGRAM  $9,698,300 
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PROJECTS  RECOMMENDED  FOR  WHICH  FUNDS  ARE  AVAILABLE 

BOARD  OF  PUBLIC  WORKS 

06.03.00.02-5  Air  Conditioning  in  State  Office  Building       $  10,000 

Funds  available  from  item  #6,  1949  G.  C.  L. 

STATE  DEPARTMENT  OF  HEALTH 

Henryton, State  Hospital 
10.01.06.03-1  Fire  protection  20,000 

10.01.06.03-2  Rear  entrance  road  50,000 

Funds  for  the  above  projects  are  available  from 
balances  of  the  following  items  and  general  con- 
struction loans:  #26  of  194-9;  #12  of  1950;  #62, 
#67,  and  #68  of  1951;  #27  of  1952  and  #36  of  1953. 
If  the  total  of  these  funds  is  insufficient  to 
complete  the  projects,  the  unencumbered  balance 
of  the  Emergency  Fund  of  the  Board  of  Public  Works 
may  be  drawn  on. 

Victor  F.  Cullen  State  Hospital 
10.01.06.03-1  Fire  protection  15,000 

10.01.07.03-2  Street  lighting  6,500 

Funds  for  the  above  projects  are  available  from 
balances  of  the  following  items  and  general  con- 
struction loans:  #24,  #29  and  #31  of  1949;  #51, 
#52,  and  #53  of  1951. 

Mount  Wilson  State  Hospital 
10.01.06.03-1  New  shop  building  35,000 

Funds  available  from  item  #36,  1949  G.  C.  L. 

STATE  DEPARTMENT  OF  PUBLIC  WELFARE 

Maryland  Training  School  for  Boys 
11.01,04.04-1     To  complete  renovation  of  campus 

buildings  50,000 

ll.Ol.O4.O6-5    Training  project  (hog  shed  and  farm 

supply  building)  5,000 

Funds  for  the  above  projects  are  available  from 
balance  of  item  #9S,  1952  G.  C.  L.  


TOTAL  $  191,500 
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CHAPTER  VII 

Supplements 

The  four  supplements  which  have  been  appended  to  the  report  are 
designed  to  provide  further  understanding  of  the  Commission's  program: 

Supplement  1  represents  the  report  of  the  Committee  on  Medical 
Care  as  related  to  the  1956  Fiscal  Year  Capital  Improvement  Program. 

Supplement  2  includes  a  compilation  of  drawings  and  sketches 
of  the  projects  requested.  They  were  prepared  by  several  sources,  but 
in  all  cases  have  been  examined  and  approved  by  the  Department  of  Public 
Improvements . 

Supplement  3  delineates  population  curves  for  the  various 
agencies  and  institutions.  These  show  the  pattern  of  growth  over  the 
years  and  the  rated  capacity  of  the  institution. 

Supplement  A  itemizes  projects  requested  by  State  agencies  which 
the  Commission  was  unable  to  include  in  the  1956  Fiscal  Year  recommendations, 
The  list  indicates  the  magnitude  of  the  projects  desired  by  the  agencies 
and  gives  a  good  idea  of  what  remains  to  be  done.  From  time  to  time  there 
will  be  additions  to  this  list  and  a  reassigning  of  priorities.  It  is 
from  this  tabulation  that  the  program  for  next  year  will  largely  be  taken. 
Request  Processing 

For  a  graphic  presentation  of  the  coordination  of  capital 
improvement  programming  in  Maryland,  see  figure  3  on  the  page  following. 
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DEPARTMENT    OF   BUDGET 
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SUPPLEMENT  1 

COMMITTEE  ON  MEDICAL  CARE 
SUBCOMMITTEE  REPORT 


On  July  27,  1954,  the  subcommittee  (Dr.  Webster  Brown, 
Mr.  Carroll  Hill,  Dr.  John  Janney  and  Dr.  Edward  Stafford)  inspected 
the  facilities  of  the  radiology  department  and  the  operating  rocm 
suite  at  the  University  Hospital  in  Baltimore.  After  careful 
inspection  of  the  facilities  and  of  the  requests  being  made  for 
funds  for  their  improvement  and,  after  thorough  deliberation,  the 
subcommittee  makes  the  following  statements: 

1.  The  present  radiological  facilities  of  the  University 
Hospital  are  seriously  inadequate  both  for  the  volume  of  work  being 
done  and  for  the  successful  use  of  modern  techniques.  In  addition, 
the  absence  of  air-conditioning  imposes  a  serious  handicap  during 
the  summer  months  upon  both  patients  and  staff. 

2.  The  present  proposal  for  the  enlargement  of  the 
radiological  suite,  for  the  purchase  of  suitable  equipment,  and 
for  air-conditioning,  both  new  and  old  units,  should  be  approved 
and  given  top  priority. 

3.  The  present  operating  room  suite  is  sadly  deficient 
with  regards  to  space  for  the  volume  of  major  surgery  and  work-space 
for  anesthesiologists  and  nurses. 

4.  The  present  request  for  capital  funds  to  enlarge, 
improve  and  air-condition  the  operating  room  suite  should  be  approved 
and  given  top  priority.  The  old-style  two-story  operating  rooms 
should  be  converted  to  one-story  operating  rooms  as  this  step  will 
reduce  both  the  initial  cost  and  the  cost  of  maintenance  of  air- 
conditicning,  which  is  a  sine  qua  non  of  operating  rooms,  not  only 
because  of  summer  heat,  but  more  importantly,  in  order  to  minimize 
the  hazard  of  explosion  of  anesthetic  gases.  In  addition,  the  hospi- 
tal will  gain  a  large  amount  of  highly  useful  floor  space  which  is 
now  not  available. 


(SIGNED)    Edward  S.  Stafford 

Edward  3.  Stafford,  Chairman 


Subcommittee  on  University  Hospital 
Request  for  Capital  Improvement  Funds , 


August  9,  1954 
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INSTITUTIONAL  POPULATION  CHARTS 
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INSTITUTIONAL  POPULATION  CHARTS 
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INSTITUTIONAL  POPULATION  CHARTS 
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INSTITUTIONAL  POPULATION  CHARTS 
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INSTITUTIONAL  POPULATION  CHARTS 
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INSTITUTIONAL  POPULATION  CHARTS 
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INSTITUTIONAL  POPULATION  CHARTS 
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INSTITUTIONAL  POPULATION  CHARTS 


Coppin  State  Teachers  College- 


1/ 


University  of  Maryland- College  Park 


2/ 


300 

u 

If)          M 

•*      r 

o 
U 

a 
o 

-r-t 

200 

2     o 

1- 

> 

o 

Oh 

1 

>> 

ei 
Q 

CD 
bO 

S3 

5 

100 

t 

0 

LU 

_ 

Ul 

14000 


13000 


12000 


11000 


00       OS         ©         >-IN  CO       ■<*         Ui       ?0 

i^tj<io       mm       in     m       mm 

OS         OS  OS  OS         OS  Ol        Ol  O)        31 


co       as       ©      <-h       (N«       ■<*       in       <o 
tj*tj<       mm       mm       mmm 

O)         ffl  O)        Ol  7)        O)  OS         OS         OS 


ENROLLMENT 


(est.  for  1955  and  1956) 


University  of  Maryland-Baltimore— 


2/ 


Maryland  State  College— 


2/ 


3800 


o 

£  3600 

I 

ft 


P 

<u  3400 

bfi 

> 


3200 


(V 

o 
o 

O 

m 

00 

m 

«X1        « 

in 

o 

<0 

500 


400 


300 


200 


no 

OS 

o 

i-i 

<M 

CO 

■* 

m 

<£> 

00 

as 

o 

rH 

n 

CO 

■* 

m 

to 

"V 

^* 

m 

m 

m 

m 

m 

m 

m 

"* 

■* 

m 

m 

m 

m 

m 

m 

m 

as 

as 

OS 

OS 

as 

OS 

eft 

OS 

as 

as 

Ol 

as 

as 

OS 

as 

as 

OS 

OS 

Sources:    1/   State  Department  of  Education  2/    University  of  Maryland 


80 


SUPPLEMENT  NO.  4 

PROJECTS  REMAINING  IN  LONG-TERM  CAPITAL  IMPROVEMENT  PROGRAM 
FOR  CONSIDERATION  IN  1957  FISCAL  YEAR  AND  LATER 

(Not  Recommended  for  1956  Fiscal  Year  Program) 

DEPARTMENT  OF  MOTOR  VEHICLES 

Fiscal  Years 
1957         1958  Later 

1.  Parking  facilities  for  personnel 

and  public  %      600,000   $  $ 

2,  Enlarging  Department  of  Motor 

Vehicles  Building,  Baltimore       676.138        -        - 


TOTAL  -  DEPARTMENT  OF  MOTOR  VEHICLES  0  1,276,138 
MARYLAND  CIVIL  DEFENSE 

1,  State  Civil  Defense  Building        111.250   300     500. 

TOTAL  -  MARYLAND  CIVIL  DEFENSE  $   112,050 

DEPARTMENT  OF  MARYLAND  STATE  POLICE 

3.  Conowingo  Barracks  -  new  building, 
land,  equipment,  water  and 
sewerage  system  152.956   «-  - 

TOTAL  -  DEPARTMENT  OF  MARYLAND 

STATE  POLICE  $      152,956 

STATE  AVIATION  COMMISSION 

1.  Annapolis  -  Capital  Airport         273,900 

2.  Ocean  City  -  Worcester  County 

Airport  190,750 

3.  North  Baltimore  Airport  68.9OO       -       - 

TOTAL  -  STATE  AVIATION  COMMISSION  $   533,550 
DEPARTMENT  OF  FORESTS  AND  PARKS 
Gambrill  State  Park 

1.  Road  construction  4.0,000 

2.  Parking  area  10,000 

4.  Picnic  pavilions  13,500 

8.  Road  and  parking  area,  Hunting 

Creek  Recreation  Area,  part  of 

Gambrill  State  Park  25,000 

9.  Picnic  facilities,  Hunting  Creek 

Recreation  Area  5,000  -  - 
11A.  "West"  Picnic  Area,  Hunting  Creek 

Recreation  Area  10,000  -  - 
12.  Picnic  pavilion,  Hunting  Creek 

Recreation  Area  3 .  500    -        » 

Subtotal  $  107,000 
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SUPPLEMENT  NO.  4 

PROJECTS  REMAINING  IN  LONG-TERM  CAPITAL  IMPROVEMENT  PROGRAM 
FOR  CONSIDERATION  IN  1957  FISCAL  YEAR  AND  LATER 

(Not  Recommended  for  1956  Fiscal  Year  Program) 


DEPARTMENT  OF  FORESTS  AND  PARKS  (Contd.) 
Deep  Creek  Lake  State  Park 


Fiscal  Years 
1957         1958         Later 


13A.  Auto  pull-off  loops  §          6,250 

13.  Land  acquisition  65.000 

Subtotal  $    71,250 

Elk  Neck  State  Park 

23.  Road  construction  25,000 

24.  Parking  areas  10,000 

25.  Bathhouse  and  beach  development  10,000 
30.  Picnic  area  development  10.000 

Subtotal  $    55,000 

Patapsco  State  Park 

36.  Parking  areas,  Marriott sville 

Recreation  Area  15,000 
38.  Big  Bend  camping  area,  Marriotts- 

ville  Recreation  Area  12,000 
4.3.  Bridle  trail  construction, 

Marriottsville  Recreation  Area  7,500 

44.  Play  equipment  for  children, 

Avalon  Area  2,000 

45.  Small  picnic  shelters,  Avalon  Area  4-, 000 
48.  Landscaping  and  tree  care,  Avalon 

Area  2,500 
52,  Camping  area,  Hollofield  Recreation 

Area  15,000 

58.  Bridle  trails,  Orange  Grove  Area  5,000 

59.  Landscaping  and  tree  care,  Orange 

Grove  Area  2,000 

Subtotal  $   65,000 

The  Rocks  State  Park 

60.  Land  acquisition  63,750 

61.  Road  construction  10,000 

62.  Parking  area  4-, 250 
64.  Picnic  facilities  3 . 000 

Subtotal  $        81,000 


Sandy  Point  State  Park 

70.  Concrete  sidewalks  on  south  beach      30,000 

71.  Landscaping  the  grounds,  south 

and  east  beaches  2,000 
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SUPPLEMENT  NO.  4 

PROJECTS  REMAINING  IN  LONG-TERM  CAPITAL  IMPROVEMENT  PROGRAM 
FOR  CONSIDERATION  IN  1957  FISCAL  YEAR  AND  LATER 

(Not  Recommended  for  1956  Fiscal  Tear  Program) 


DEPARTMENT  OF  FORESTS  AND  PARKS  (Contd.) 
Sandy  Point  State  Park  (Contd.) 


Fiscal  Years 
1957        1258         Later 


72.  Parking  area  $    19,250   $ 

75.  Superintendent's  residence  20,000 

81.  Boat  launching  ramp  3.250 

Subtotal  $        74-,  500 

Gathland  State  Park 

82.  Road  construction  14,500 

83.  Parking  area  5,500 

85.  Improvement  of  caretaker's  residence  5,500 

86.  Picnic  pavilions  8.500 

Subtotal  $    34,000 

Seneca  Creek  S^ate  Park 

88.  Land  acquisition  61,250 

89.  Road  construction  25,000 

90.  Parking  area,  Clopper  Recreation 

Area  (East)  6,000 

91.  Picnic  facilities  4,000 

92.  Sanitary  facilities  8,000 

94.  Maintenance  shop  5,500 

95.  Dam  and  beach  development  25.000 

Subtotal  $   134,750 

Savage  River  State  Forest 

98.  Parking  area,  New  Germany 

Recreation  Area  8,000 

99.  Picnic  facilities,  New  Germany 

Recreation  Area  2,000 

100.  Camping  facilities,  New  Germany 

Recreation  Area  11,500 

101.  Washhouse,  New  Germany  Recreation 

Area  8, 500 

104-.  Well  and  water  system,  Keyser  Ridge  2,200 

107.  Beach  development,  New  Germany 

Recreation  Area  10.000 

Subtotal  $        42,200 

Fort , Frederick  State  Park 

108.  Well  and  water  supply  2,700 

109.  Picnic  facilities  1.000 

Subtotal  $          3,700 
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SUPPLEMENT  NO.  4 

PROJECTS  REMAINING  IN  LONG-TERM  CAPITAL  IMPROVEMENT  PROGRAM 
FOR  CONSIDERATION  IN  1957  FISCAL  YEAR  AND  LATER 

(Not  Recommended  for  1956  Fiscal  Year  Program) 


DEPARTMENT  OF  FORESTS  AND  PARKS  (Contd.) 
Dans  Mountain  State  Park 


Fiscal  Year3 
1957         1958  Later 


112.  Picnic  facilities  #    1,250   $  $ 

113.  Workshop  and  headquarters  4-. 250       - 

Subtotal  |     5,500 

Swallow  Falls  State  Park 

Herrineton  Manor  Recreation  Area 

118.  Picnic  facilities  2,500 

119.  Boat  dock  3,500 

120.  Picnic  pavilion  8,500 

121.  Beach  development  6.500        - 


Subtotal  $    21,000 


Fort  Tpnoloway  State  Park 


125.  Sanitary  facilities  4,500 

126.  Picnic  facilities  1,800 

127.  Picnic  pavilion  8.500 

Subtotal  $        Li, 800 

Cedarville  State  Forest 

Zekiah  and  Loop  Trail  Recreation  Area 

128.  Water  system  4.000 

Subtotal  $    4,000 

Washington  Monument  State  Park 

133.  Road  construction  40,000 

134.  Parking  area  9.500 

Subtotal  $   49,500 

Milburn  Landing  Recreation  Area 

136.  Repair  shop  8.000 

Subtotal  $          8,000 

TOTAL  -  DEPARTMENT  OF  FORESTS 

AND  PARKS  $   771,200 
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SUPPLEMENT  NO.  4 

PROJECTS  REMAINING  IN  LONG-TERM  CAPITAL  IMPROVEMENT  PROGRAM 
FOR  CONSIDERATION  IN  1957  FISCAL  YEAR  AND  LATER 

(Not  Recommended  for  1956  Fiscal  Year  Program) 


STATE  DEPARTMENT  OF  HEALTH 

Western  Maryland  State  Hospital 


3»  Grading,  seeding,  etc, 

4-  Roads 

5»  Equipment  for  hospital 


Subtotal 
Montebello  State  Hospital 

1.  Construction  of  hospital  building 

first  addition  (213  beds) 

2.  Boilers  and  utilities 

3.  Grading  (rough) 

4.  Roads  (base  only) 

5.  Equipment— first  addition 

hospital  building 

6.  Roads  (surfacing) 

7.  Fine  grading,  seeding,  etc. 

8.  Construction  of  hospital  building 

second  addition  (180  beds) 

9.  Equipment-— second  addition 

hospital  building 

Subtotal 

TOTAL  -  STATE  DEPARTMENT  OF  HEALTH 
DEPARTMENT  OF  MENTAL  HYGIENE 


1252 

$      47,416 

60,46-4 

197.200 

$    305,080 


136,7a 
107,250 

62,405 
39,952 

125,512 
20,511 
16,750 

143,533 

90.000 
742,654 

.,047,734 


Fiscal  Years 

125§  Later 


Crownsville  State  Hospital 

2.  Employees1  dormitory 

3.  Building  for  treatment  of 

continued  care  patients 

4.  Chapel 

5.  Apartment  building  for  employees 

Subtotal 

Eastern  Shore  State  Hospital 

3.  Auxiliary  water  supply 
4*  Renovation  to  doors  and  floors 
in  patients'  areas 

5.  Geriatrics  Building  with  furnishings 

6.  Employees1  apartment  building  with 

furnishings 

7.  Central  storehouse 


227,524 

2,385,704 
219,460 

$2,832,688 


12,000 

20,700 
814,205 


103.282 
103,282 


158,516 
129,271 
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SUPPLEMENT  NO.  4 

PROJECTS  REMAINING  IN  LONG-TERM  CAPITAL  IMPROVEMENT  PROGRAM 
FOR  CONSIDERATION  IN  1957  FISCAL  YEAR  AND  LATER 

(Not  Recommended  for  1956  Fiscal  Year  Program) 


DEPARTMENT  OF  MENTAL  HYGIENE  (Contd.) 
Eastern  shore,  State  Hospital  (Contd.) 


Fiscal  Years 
1957        1958        Later 


8.  Chapel  $          $          $  150,000 
9»  Jetties  and  extension  of 

present  sea  wall  -          -         70.000 

Subtotal  $    8^6,905   $  287,787   $  220,000 

Rosewood  State  Training  School 

1.  Alterations  and  improvements         197,450 

2.  Renovation  and  modernization         154,700       - 

4.  Dietary  improvements  47,650      - 

5.  Generator  alterations  30,000 

6.  Coal  drying  shed  10,000 

7.  Employees1  recreation  building  139,000 

8.  Laundry  equipment  67,760 

9.  Central  warehouse  -        315,301 

10.  Chapel  -        119.728        - 

Subtotal     $  646,560  $    435,029 

Springfield  State  Hospital 

1.  Geriatric  Building  1,104,700 

2.  Expansion  of  power  house  utilities    536,100 

4.  Chapel  -  seating  capacity  250  224,400 

5.  Administration  Building  144., Oil       -          - 

6.  Admissions,  or  reception,  building  2,035,448 

7.  Four  (4)  staff  cottages  -         80.683       - 

Subtotal     $4,044,659  $      80,683 

Soring  Grove  State  Hospital 

2,  Fire  protection  838,500 

3.  Security  screens,  Old  Centre 

Building 
5.  Flooring,  Garrett  Building 

7.  Administration  Building  (equipment 

available) 

8.  Rehabilitation  Building 

9.  Chapel 

10.  Disturbed  menfs  building 

11.  Infirmary  building 

12.  Staff  residences 
13*  Employees'  dormitories 

Subtotal 

TOTAL  -  DEPARTMENT  OF  MENTAL  HYGIENE 


3,500 

- 

- 

7,219 

— 

- 

107,850 

• 

— 

144,319 

- 

- 

226,971 

- 

- 

- 

1,068,478 

- 

- 

2,045,868 

- 

- 

73,442 

- 

- 

?53,503 
$3,541,291 

353.503 

$1,328,359 

$     353,503 

lH4,720,746 
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STATE  DEPARTMENT  OF  PUBLIC  WELFARE 
Barrett  School  for  Girls 


Fit 

»cal  Year 

125Z 

1958 

2,  Infirmary  building 

$ 

90,000 

$ 

_ 

3.  Superintendent  * s  home 

28,000 

- 

4.  Conversion  of  superintendent's 

cottage  to  quarters  for  farm 

personnel 

18,000 

- 

5.  Alterations  to  refrigeration  plant 

3,000 

- 

6.  Alterations  to  staff  cottage 

2,000 

- 

8.  Improvement  of  grounds 

9.  Chapel 

10.  Lights 

■f 

3.000 
144,000 

- 

Subtotal 

- 

Boys'  Village  of  Maryland 

2.  Staff  housing-doxmitory  residence    218,000 

4.  Classroom  addition  to  Lane 

Vocational  Building  183,000 

5.  Security  unit  addition  attached 


Later 

% 


to  hospital 

a,  500 

- 

6.  Staff  housing-private  dwellings 

for  married  couples 

190,000 

- 

7.  Addition  to  superintendent's 

residence 

12,000 

— 

8.  Garage  and  auto-mechanic  shop 

35,000 

- 

9.  Incinerator 

10.  Water  storage  tank  and  pump 

11.  Streetlights 

10,000 

- 

12.  Roads  and  sidewalks 

40,000 

- 

13.  Addition  to  gymnasium 

73,000 

- 

14.  Chapel  auditorium 

203.000 
%  1,005,500 

— 

Subtotal 

- 

Maryland  Training  School  for  Boys 

22,600 

3»  Reconstruct  kitchen  and  laundry 

8.  Two  junior  cottages 

416,000 

- 

9.  Reconstruct  Chesapeake  Hall 

61,000 

- 

10.  Complete  junior  school 

11.  Cottage  #8  (old  campus) 

200,000 

- 

12.  Farm  house 

15,000 

• 

13.  Herdsman's  house 

11,500 

_ 

L4.  Landscaping 

1,500 

«■ 

15.  Play  field 

16.  Two  junior  cottages 

17.  Filtration  plant 

35.000 
$   762,600 

_ 

Subtotal 

- 
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STATE  DEPARTMENT  OF  PUBLIC  WELFARE  (Contd. ) 

Montrose  School  for  Girls 

Fiscal  Years 
1957        1958         Later 

2.  Cottage  for  25  girls  and 

furnishings  %      230.000   $  $ 

Subtotal  %      230,000 

TOTAL  -  STATE  DEPARTMENT  OF  PUBLIC 

WELFARE  %  2,142,100 

DEPARTMENT  OF  CORRECTION 

Headquarters 

1.  Permanent  public  works  camps        150.000    -       - 

Subtotal  %      150,000 

Patuxent  Institution 

1.  Dining  hall  and  kitchen  808,583 

2.  Extension  of  Defective 

Delinquents  Building  1,099,599 

3.  Additional  boiler  for  boiler  house  117,675 

4.  Diagnostic  Center  1,94-3,411 

5.  Psychopathic  Unit  and  extension 

of  Diagnostic  Center  1,733,154- 

6.  Extension  of  Psychopathic  Unit       721 , 904        -  - 

Subtotal  %  6,424,326 

Maryland  House  of  Correction 

1.  Purchase  124  dining  room  tables       25,000 
3.  Construct  dormitory  building  - 

employees  50,000       - 

5.  Additional  land  for  farming  25,000 

6.  Replace  gutters  and  downspouts  2,100 

7.  Surface  unpaved  roads  18,000 

9.  Construct  hay  barracks  9,000  -           - 
10.  Construct  brooder  houses  and 

chicken  houses  2.500    -            - 

Subtotal  $   131,600 

Maryland  Penitentiary 

2.  Cell  House  810,000 

3.  Grade  and  pave  roads  25,000       -  - 
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PROJECTS  REMAINING  IN  LONG-TERM  CAPITAL  IMPROVEMENT  PROGRAM 
FOR  CONSIDERATION  IN  1957  FISCAL  YEAR  AND  LATER 

(Not  Recommended  for  1956  Fiscal  Year  Program) 

DEPARTMENT  OF  CORRECTION  (Contd.) 
Maryland  Penitentiary  (Contd.) 


1252 

Fiscal  Years 
1958 

Later 

4.  Expansion  of  site 

5.  Dining  hall  and  kitchen 

$ 

Subtotal 

835,000 

- 

- 

Maryland  State  Reformatory  for  Males 

6.  Roadway  lighting 

10.  Primary  roads  -  permanent  type 

11.  Poultry  flock  buildings 

1 

2,564 
14,200 
33,000 
49,764 

$     -         i 

1         - 

Subtotal 

- 

- 

Maryland  State  Reformatory  for  Women 

1.  Psychiatric  unit 

& 

257.500 
257,500 

m . 

H 

Subtotal 

- 

- 

TOTAL  -  DEPARTMENT  OF  CORRECTION 

#7,848,190 

MORGAN  STATE  COLLEGE 

1.  Auditorium  and  music  building 

2.  Soper  Library  addition 

3.  Campus  development  and  completion 

of  utilities  system 

4.  President's  residence 

1 

,220,000 

255,000 
48,000 

308,000 

M 

5.  Remodel  basement  refectory  for 

cafeteria  overflow,  canteen  and 

student  offices  95,000 

5a.   Addition  to  cafeteria  -                         -                    157,000 

6.  Remodel  basement  and  first 

floor  Spencer  Hall  for 

home  economics  and  practice 

house  170,000 

7.  Furniture   and  equipment  for  Armory  10,000 

7a.  Completion  of  Armory-Field  House  -                     600,000 

10.  Staff  residence  18,000 

11.  Addition  to  heating  plant  387,000 

12.  Stadium  construction  35,000       - 

13.  Dormitories  for  men  (2)  700,000 

14.  Commerce  classroom  building  458,000       -          - 

15.  Survey  of  new  land  5,000 

16.  Administration  building  445,000 


:.     ...       !  ' 


. 
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MORGAN  STATE  COLLEGE  (Contd.) 


Fiscal  Years 
1252       1228        Later 


17.  Utilities  extension  to  north 

at  Chinquapin  Run 

18.  Culvert  and  fill  over 

Chinquapin  Run 

19.  Remodeling  Baldwin  and  Banneker 

Halls  for  occupancy  of  women 

20.  Dormitories  for  men  (2) 

21.  Stadium  lights  and  additional 

seating 

22.  Education-sociology  classroom 

and  student  activities 
building 

23.  Addition  to  Carnegie  Hall  for 

mathematics  and  psychology 
24-.  Staff  residences 

25.  Library  books 

26.  Dormitory  for  women 

Subtotal 

TOTAL  -  MORGAN  STATE  COLLEGE 
STATE  DEPARTMENT  OF  EDUCATION 
State  Teachers  College.  Bowie 

1.  Staff  housing 

2.  Laboratory  school 

3.  Laundry 

5.  Underground  and  primary  metering 

of  electric  service 

6.  Library 

7.  Athletic  field 

8.  Remodel  existing  buildings 

9.  Dining  hall 
10.  Auditorium 

Subtotal 

Coppin  State  Teachers  College 

4-.  Athletic  field 

5.  Laboratory  school 

6.  Grading, drainage  and  fencing 

Subtotal 


$   53,500   $ 

150,000 

95,000 
700,000 

100,000 
796,000 


$5,740,500 
$7,507,500 


120,000 
122,000 
100,000 

-         360.000 
$1,250,000  $     517,000 


70,000 

- 

- 

4-54-,  000 
25,000 

™ 

- 

25,000 
389,000 

44,000 

80,000 

■M 

252,000 

33A.OOO 
$  586,000 

- 

$1,087,000 

50,000 
454-,  000 

100.000 

- 

$  504,000   $  100,000 


f:- 


■  ■'-'... 


: 


■  .-•'.    iX  .. 
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FOR  CONSIDERATION  IN  1957  FISCAL  YEAR  AMD  LATER 

(Not  Recommended  for  1956  Fiscal  Year  Program) 


STATE  DEPARTMENT  OF  EDUCATION  (Contd.) 
State  Teachers  College.   Frostburg 


2.  President's  home 

4.  Dining  hall  and  infirmary 

5.  Laboratory  school 

6.  Land  and  properties 

7.  Garage 

8.  Remodel  existing  buildings 

Subtotal 

State  Teachers  College.  Salisbury 

2.  Completion  of  laboratory  school 

4.  Remodel  existing  buildings 

5.  Athletic  field 

6.  Men's  residence  hall 

7.  Gymnasium 

Subtotal 

State  Teachers  College.  Tovson 

1.  Women's  residence  hall 

2.  Land  and  improvements 

3.  Service  building 
4»  Laboratory  school 

5.  Men's  residence  hall 

6.  Renovation  of  old  library 

7.  Addition  to  power  plant 

8.  Physical  education  facilities 

9.  Renovation  of  laboratory  school 

10.  Addition  to  gymnasium 

11.  Infirmary 

12.  Fine  and  dramatic  arts  building 

13.  Remodel  existing  buildings 

Subtotal 


1252 

35,000 
252,000 
454,000 
130,000 

22,500 
100.000 
993,500 


Fiscal  Years 

1958        Later 


$ 


105,000 

- 

100,000 

- 

50,000 

- 

292,000 

- 

- 

A00.000 

$  547,000 

$  400,000 

510,000 

mm 

135,000 

- 

100,000 

mm 

510,000 

- 

364,000 

- 

50,000 

- 

175,000 

- 

75,000 

- 

50,000 

mm 

400,000 

- 

65,000 

- 

545,000 

- 

— 

150.000 

$2,979,000 

$  150,000 

TOTAL  -  STATE  DEPARTMENT  OF 
EDUCATION 


',346,500 


i  .■ . 


.1    ■■*..    ■>'•* 


. 
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UNIVERSITY  OF  MARYLAND 


ollege  Park 


Fiscal  Years 
1957  1958  Later 


2.  Library,  College  Park  %     743,339       $                         $ 

4.  President's  home  60,000 

5.  Clearing  of  land  for 

agricultural  purposes  50,000 

6.  University  incinerator  75,000 

7.  Purchase  of  electric  transformer  58,000 

12.  Animal  and  dairy  science 

building  900,000 

13.  Air  conditioning  research 

laboratories  and  offices  50.000                - 

Subtotal  $1,936,339 

Baltimore 

8.  Library  953,600 

9.  Additional  funds  to  complete 

and  equip  pharmacy  building       150,000 

14.  Acquisition  of  land  100.000       - 

Subtotal     $1,203,600 

Maryland  State  College.  Princess  Anne 

11.  Dormitory  for  women  325.000       - 

Subtotal     $  325,000 

Other  Localities 

10.  Pleasant  Valley  -  4H  assembly 
building  and  public 

recreation  pavilion  25.000       - 

Subtotal     $   25,000 

TOTAL  -  UNIVERSITY  OF  MARYLAND  $3,489,939 


GRAND  TOTAL  OF  PROJECTS  REMAINING 

FOR  1957  FISCAL  YEAR  AND  LATER  $46,948,603 


